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TITLE 8—ALIENS AND 
NATIONALITY 

Chapter I—Immigration and Natural* 
ization Service, Department of Jus¬ 
tice 

Subchapter B—Immigration Regulations 

Part 110— Primary Inspection and 
Detention 

DESIGNATION OF LOS EBANOS, TEXAS, AS 
CLASS A PORT OF ENTRY FOR ALIENS 

January 30, 1951. 

Effective as of December 1, 1950, 
§ 110.1, Designated ports of entry except 
by aircraft, of Chapter I. Title 8 of the 
Code of Federal Regulations, is amended 
by inserting “Los Ebarios, Tex.” between 
“Laredo, Tex.” and “Port Arthur, Tex.” 
in the list of Class A ports of entry 
under District No. 14—San Antonio, 
Texas. 

Compliance with the provisions of sec¬ 
tion 4 of the Administrative Procedure 
Act (60 Stat. 238; 5 U. S. C. 1003) as to 
notice of proposed rule making and de¬ 
layed effective date is unnecessary be¬ 
cause the rule prescribed by the order 
relieves restrictions and is clearly ad¬ 
vantageous to persons affected thereby. 

(Sec. 23. 39 Stat. 892, sec. 24, 43 Stat. 166, 
sec. 37, 54 Stat. 675; 8 U. S. C. 102, 222, 458) 

A. R. Mackey, 

Acting Commissioner, 
Immigration and Naturalization. 

Approved: March 16, 1951. 

Philip B. Perlman, 

Acting Attorney General. 

IF. R. Doc. 51-3600; Filed, Mar. 21, 1951; 
8:54 a. m.J 

TITLE 16—COMMERCIAL 
PRACTICES 

Chapter I—Federal Trade Commission 

(Docket 4808] 

Part 3—Digest of Cease and Desist 
Orders 

GLOBE CARDBOARD NOVELTY CO., INC., ET AL. 

Subpart —Using or selling lottery de¬ 
vices: § 3.2475 Devices for lottery selling. 


Selling or distributing in commerce, 
push cards, punch boards, or other lot¬ 
tery devices which are to be used, or may 
be used, in the sale or distribution of 
merchandise to the public by means of 
a game of chance, gift enterprise, or 
lottery scheme; prohibited. 

(Sec. 6. 38 Stat. 722; 16 U. S. C. 46. Interprets 
or applies sec. 5, 38 Stat. 719, as amended; 
16 U. S. C. 45) (Cease and desist order, Globe 
Cardboard Novelty Co., Inc., et al., Docket 
4808, Dec. 29. 1950] 

In the Matter of Globe Cardboard Nov¬ 
elty Co., Inc., a Corporation; Morris 
Aron, Individually and as an Officer 
of Globe Cardboard Novelty Co., Inc., 
and as a Copartner in a Finn Trading 
as Globe Printing Co.; and Louis 
Broudo, Individually and as an Officer 
of Globe Cardboard Novelty Co., hie., 
and as a Copartner in a Firm Trading 
as Globe Printing Co. 

This proceeding having been heard 
by the Federal Trade Commission upon 
the complaint of the Commission, sub¬ 
stitute answer thereto, in which an¬ 
swer the respondents admitted all of the 
material allegations of fact set forth in 
the complaint, and briefs and oral argu¬ 
ment of counsel, and the Commission 
having made its findings as to the facts 
and its conclusion that the respondents 
have violated the provisions of the Fed**- 
eral Trade Commission Act: 

It is ordered. That the respondent 
Globe Cardboard Novelty Co^, Inc., a 
corporation, its officers, agents, repre¬ 
sentatives, and employees, and the re¬ 
spondents Morris Aron and Louis 
Broudo. individually and as officers of 
respondent corporation and as copart¬ 
ners trading as Globe Printing Co. or 
trading under any other name, their 
agents, representatives, and employees, 
directly or through any corporate or 
other device, do forthwith cease and 
desist from: Selling or distributing in 
commerce, as “commerce” is defined in 
the Federal Trade Commission Act, 
push cards, punchboards, or other lot¬ 
tery devices which are to be used, or 
may be used, in the sale or distribution 
of merchandise to the public by means 
of a game of chance, gift enterprise, or 
lottery scheme. 

(Continued on p. 2597) 
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It is further ordered, That the re¬ 
spondents shall, within sixty (60) days 
after service upon them of this order, 
file with the Commission a report, in 
writing, setting forth in detail the man¬ 
ner and form in which they have com¬ 
plied with this order. 

Issued: December 29, 1950. 

By the Commission. 

Note: Commissioner Mason concurring in 
the findings as to the facts and conclusion, 
but not concurring in the form of order to 
cease and desist, for the reasons stated in his 
opinion concurring in part and dissenting 
in part in Docket 5203—Worthmore Sales 
Company. 

[seal] D. C. Daniel, 

Secretary. 

[F. R. Doc. 51-3603; Filed. Mar. 21, 1951; 

8:54 a. m.] 


TITLE 32—NATIONAL DEFENSE 

Chapter V—Department of the Army 

Subchapter E—Organized Reserves 

Part 561— Officer’s Reserve Corps 

APPOINTMENT IN ARMY MEDICAL SERVICE 
SECTIONS 

In § 561.18, paragraphs (a) (3) and 
(e) (9) are amended, and a new para¬ 
graph (e) (12) added, as follows: 

§ 561.18 Appointment in Army Med¬ 
ical Service Sections —(a) Gen¬ 
eral. * • * • 

(3) Eligibility requirements. Appli¬ 
cants for appointment under this sec¬ 
tion must meet the following require¬ 
ments and the requirements outlined in 
§§ 561.2 through 561.10, except that ap¬ 
plicants for the Army Nurse Corps and 
Women's Medical Specialist Corps Sec¬ 
tions are exempt from the provisions 
of § 561.8 (d). which requires each ap¬ 
plicant to have obtained a score of 110 
or higher in the Army General Classifi¬ 
cation Test (AGCT), the General Clas¬ 
sification Test (GCT). or Aptitude Area 
I, or have evidence of satisfactory com¬ 
pletion of 120 credit hours at an accred¬ 
ited college or university. 

• * * • » 

(e) Medical Service Corps. • • • 

(9) Psychiatric social worker, (i) 
For appointment in the grade of second 
lieutenant in the Medical Service Corps 
section as a psychiatric social worker. 


applicants must possess a master’s de¬ 
gree in social work from a school or 
university acceptable to the Depart¬ 
ment of the Army. 

(11) For appointment in grades of 
first lieutenant through colonel for 
service in the Medical Service Corps 
section as a psychiatric social worker, 
applicants must meet the requirement 
for second lieutenant, and must have 
had additional qualifying education 
and/or experience to meet the criteria 
for the respective grade specified in 
paragraph (a) (1) (ii) (d) of this 
section. 

Appointment in grades of major and 
above will not be made except in cases of 
highly qualified men of recognized abil¬ 
ity, such as individuals with professorial 
rank, those having outstanding profes¬ 
sional consultive status, or those having 
had exceptional supervisory experience. 
• • • * • 

(12) Pharmacy specialists, (i) For 
appointment in the grade of second lieu¬ 
tenant in the Medical Service Corps sec¬ 
tion as a pharmacist, applicant must be 
a graduate of a school of pharmacy giv¬ 
ing a full 4-year course acceptable to 
the Department of the Army and meet 
the following requirements: 

(a) Be currently licensed to practice 
pharmacy in a State, Territory, or in the 
District of Columbia. 

(b) Be actually engaged in the ethical 
practice of pharmacy, except that waiver 
of license and actual engagement in 
practice may be made for graduates of 
schools of pharmacy, acceptable to the 
Department of the Army, if commis¬ 
sioned at time of graduation. 

(ii) For appointment in the grades of 
first lieutenant and captain for service 
in the Medical Service Corps section, 
applicants must meet the requirement 
for second lieutenant and must have ad¬ 
ditional qualifying education and/or ap¬ 
propriate progressive experience to meet 
the criteria for the respective grades 
specified in paragraph (a) (1) (ii) (d) 
of this section. 

* • • • • 

[C2. SR 140-105-6, Feb. 27. 1951] (R. S. 161; 
5 U. S. C. 22. Interprets or applies Sec. 37, 
39 Stat. 189, as amended; 10 U. S. C. 351-353) 

[seal] Edward F. Witsell, 

Major General, U. S. Army , 

The Adjutant General. 

(F. R. Doc. 51-3580; Filed. Mar. 21, 1951; 
8:49 a. m.J 


TITLE 32A—NATIONAL DEFENSE, 
APPENDIX 

Chapter III—Office of Price Stabiliza¬ 
tion, Economic Stabilization Agency 

[General Ceiling Price Regulation, 
Supplementary Regulation 141 

GCPR, SR 14—Sales by Commodity 
Credit Corporation 

Pursuant to the Defense Production 
Act of 1950 (Pub. Law 774, 81st Cong.), 
Executive Order 10161 (15 F. R. 6105), 
and Economic Stabilization Agency Gen¬ 
eral Order No. 2 (16 F. R. 738). this 
Supplementary Regulation 14 to the 
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General Ceiling Price Regulation (16 
F. R. 809) is hereby issued. 

STATEMENT OF CONSIDERATIONS 

This supplementary regulation is is¬ 
sued to enable the Commodity Credit 
Corporation to sell its stocks of agricul¬ 
tural commodities in accordance with the 
provisions of section 407 of the Agricul¬ 
tural Act of 1949. 

The Commodity Credit Corporation 
acquires commodities when required by 
law to do so to maintain producer prices 
for agricultural commodities at support 
levels, and under section 407 of the 
Agricultural Act of 1949 is generally 
prohibited from selling these commodi¬ 
ties at less than 105 percent of the cur¬ 
rent support price plus reasonable 
carrying charges. Thus, it does not 
operate in the market in the day-to-day 
manner normal to commercial pur¬ 
chasers and sellers. 

The effect of the General Ceiling 
Price Regulation was to freeze the Com¬ 
modity Credit Corporation’s sales prices 
at their base period levels, and thereby 
prevented that Corporation from adding 
to its ceilings those carrying charges 
which accrued after the base period. In 
so doing, the General Ceiling Price Reg¬ 
ulation ran counter to the provisions of 
section 407 of the Agricultural Act of 
1949 which generally require the Cor¬ 
poration to add reasonable carrying 
charges in computing the sales prices of 
its commodities. 

This supplementary regulation is is¬ 
sued to provide that ceiling prices for 
sales by the Corporation may be the 
higher of (1) the ceiling price applicable 
to sales of the commodity to the class 
of purchaser involved, or (2) the min¬ 
imum sales price authorized by section 
407 of the Agricultural Act of 1949. 

REGULATORY PROVISIONS 

Sec. 

1. Applicability of this supplementary reg¬ 

ulation. 

2. Celling prices. 

Authority: Sections 1 and 2 Issued under 
sec. 704, Pub. Law 774, 81st Cong. Interpret 
or apply Title IV, Pub. Law 774, 81st Cong., 
E. O. 10161, Sept. 9. 1950, 15 F. R. 6105. 3 
CFR, 1950 Supp. 

Section 1. Applicability of this sup¬ 
plementary regulation. This regulation 
applies to sales of commodities by the 
Commodity Credit Corporation. 

Sec. 2. Ceiling prices. The ceiling 
price for the Commodity Credit Corpora¬ 
tion. in selling an agricultural commodity 
acquired in connection with the operation 
of its price support program, shall be the 
higher of (a) the ceiling price, deter¬ 
mined under the General Ceiling Price 
Regulation, as amended and supple¬ 
mented, applicable to sales of the com¬ 
modity to the class of purchaser involved, 
or (b) the minimum sales price author¬ 
ized by section 407 of the Agricultural Act 
of 1949 (7 U. S. C. 1427). The ceiling 
price for the Commodity Credit Corpo¬ 
ration in selling a commodity, acquired 
in connection with its price support pro¬ 
gram, processed from an agricultural 
commodity shall be the higher of (1) the 
ceiling price, determined under the Gen¬ 
eral Ceiling Price Regulation, as amended 
and supplemented, applicable to sales of 
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the processed commodity to the class of 
purchaser involved, or (2) a price for 
such processed commodity which will re¬ 
flect a price for the agricultural com¬ 
modity equal to the minimum sales price 
required by section 407 of such act. 

Effective date. This supplementary 
regulation to the General Ceiling Price 
Regulation shall become effective March 
21, 1951. 

Edward P. Phelps, Jr., 
Acting Director of Price Stabilization. 

March 20, 1951. 

[F. R. Doc. 51-3660: Filed, Mar. 21. 1951; 
10:49 a. m.J 


Chapter VI—National Production Au¬ 
thority, Department of Commerce 

(NPA Order M-36, as Amended Mar. 21, 19511 

M-36— Government Orders for Paper 

This order as amended is found nec¬ 
essary and appropriate to promote the 
national defense and is issued pursuant 
to the authority of section 101 of the 
Defense Production Act of 1950. In the 
formulation of this amendment there 
has been consultation with industry 
representatives, including trade associ¬ 
ation representatives, and consideration 
has been given to their recommenda¬ 
tions. 

This amendment affects NPA Order 
M-36 as follows: It adds a new item 14 
to List A; deletes List B as formerly con¬ 
stituted ; and substitutes a new List B in 
its stead. As so amended, NPA Order 
M-36 reads as follows: 

Sec. 

1. What this order does. 

2. Definitions. 

3. Reserve production. 

4. Directives. 

5. Release of reserve production. 

6. Report of Government orders. 

7. Rated orders. 

8. Adjustment. 

9. Communications. 

10. Records. 

11. Audit and Inspection. 

12. Violations. 

Authority: Sections 1 to 12 issued under 
sec. 704, Pub. Law 774, 81st Cong. Interpret 
or apply sec. 101, Pub. Law 774, 81st Cong.; 
sec. 101, E. O. 10161, Sept. 9. 1950, 15 F. R. 
6105, 3 CFR, 1950 Supp.; sec. 2, E. O. 10200, 
Jan. 3, 1951, 16 F. R. 61. 

Section 1. What this order does. 
This order applies to paper manufac¬ 
turers and provides rules for placing, 
accepting, and scheduling Government 
orders for paper. Its purpose is to make 
possible maximum production of paper 
and reduce to a minimum any disrup¬ 
tion of normal distribution by providing 
for the equitable sharing of Government 
orders among paper manufacturers. It 
supplements NPA Reg. 2, but only those 
provisions of Reg. 2 which are contra¬ 
dictory to this order are superseded, and 
all other provisions of Reg. 2 continue 
to apply to the paper industry. 

Sec. 2. Definitions. As used in this 
order: 

(a) “Grade" means any kind of paper 
as listed in Form M-lf-A, as revised 
February 24, 1951 (U. S. Department 
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of Commerce, Bureau of the Census), 
or any particular type of paper of such 
a kind even though not specifically men¬ 
tioned in such form. 

(b) “Produce" and “manufacture” 
mean and include all making and finish¬ 
ing operations necessary to the produc¬ 
tion of primary paper prior to packing 
or packaging. 

(c) “Schedule" means the completion 
of all steps ordinarily taken by the man¬ 
ufacturer preliminary to actual manu¬ 
facture, including acknowledgment to 
buyer, establishment of detailed specifi¬ 
cations. and determination of the time 
when the order will be manufactured 
and shipment made. 

(d) “Government order" means (1) 
any DO rated order and (2) any order, 
whether rated or not, for direct or indi¬ 
rect delivery to any activity on List A ex¬ 
cept those orders for paper intended for 
resale at retail, such as supplies for post 
exchanges, etc. 

Sec. 3 Reserve production, (a) Each 
manufacturer shall reserve for the 
month of February 1951, and for each 
calendar month thereafter, machine 
time, material, and supplies sufficient to 
produce and deliver within such month 
a total amount of paper to be calculated 
by applying the percentage specified for 
each grade in List B of this order to his 
average monthly production of such 
grade during the most recent'calendar 
quarter, as originally reported on Form 
M-14-A as revised. Each manufacturer 
shall furnish the NPA with a record of 
his paper production for the fourth 
quarter 1950 and January 1951, on the 
basis of instructions to be issued by NPA 
pursuant thereto. 

(b) The National Production Author¬ 
ity may from time to time increase or 
decrease manufacturers’ reserve produc¬ 
tion by changing the percentages in List 
B of this order or applying the same or 
different percentages to other types, 
grades, or combinations of grades. 
Each such increase or decrease will be 
effected by notice in writing to each 
manufacturer or by notice published in 
the Federal Register at least 10 days 
prior to the first day of the month to 
which it applies. 

Sec. 4. Directives. On or before the 
tenth day of any month, the National 
Production Authority may direct any 
manufacturer to produce during such 
month any grade of paper which such 
manufacturer is qualified to produce, in 
total tonnage not exceeding the amount 
of his reserve production for such month 
less the Government orders he has al¬ 
ready scheduled for that month. The 
National Production Authority may di¬ 
rect a manufacturer to sell and deliver 
such tonnage to fill any Government 
order or orders that it may designate. 

Sec. 5. Release of reserve production. 
If on or before the tenth day of any 
month a manufacturer has not received 
from the National Production Authority 
directives as to the disposition of all 
production reserved for such month, in 
excess of the Government orders he has 
already scheduled for such month, he 
may apply that production for which no 
directives have been received as he may 


desire, subject to the provisions of this 
order and other orders and regulations 
of National Production Authority. 

Sec. 6. Report of Government orders . 
(a) Each manufacturer shall report at 
the close of each month on Form 
M-14-A, as provided therein, such Gov¬ 
ernment orders, including directed ton¬ 
nage, as are qualified under this order 
which he has produced in such month 
and those Government orders, excluding 
directed tonnage, which he has sched¬ 
uled for production in the second and 
third subsequent months. For example, 
the February 1951 report will show the 
actual total of Government orders pro¬ 
duced in February and the Government 
orders, excluding directed tonnage, for 
April and May production. Having once 
reported a qualified order as scheduled 
in a given forward month, the manu¬ 
facturer shall produce such orders as 
scheduled and so reported, and shall 
report the same* order as scheduled for 
a different month only if requested by 
the buyer to so reschedule. 

(b) If in any month a manufacturer’s 
total scheduled Government orders for 
a subsequent month shall change ma¬ 
terially (25 percent of his reserve pro¬ 
duction or 10 tons, whichever is greater) 
from his previous report, he may file 
Form NPAF-27 showing his revised 
schedule of Government orders, exclud¬ 
ing directed tonnage. 

(c) He shall initially file Form 
NPAF-27 by February 20, 1951, to show 
his Government order schedule for the 
month of March 1951. 

(d) The manufacturer’s reserve ton¬ 
nage position as shown in the monthly 
Form M-14-A, in the interim reports, 
NPAF-27, if any, and directives will be 
taken into consideration by the National 
Production Authority in issuing such 
directives as may be found necessary 
under this order. 

Sec. 7. Rated orders, (a) No manu¬ 
facturer shall be required to accept DO 
rated orders for paper for shipment in 
any one month in excess of his reserve 
production for that month less his ton¬ 
nage of Government orders already 
scheduled for that month. 

(b) Unless specifically directed by the 
National Production Authority, no man¬ 
ufacturer need accept a DO rated order 
which is received Igss than 40 days prior 
to the first day of the month in which 
shipment is requested. 

Sec. 8. Adjustment. Any person af¬ 
fected by any provision of this order may 
file a request for adjustment or excep¬ 
tion upon the ground that such provision 
works an undue or exceptional hard¬ 
ship upon him not suffered generally by 
others in the same trade or industry, or 
that its enforcement against him would 
not be in the interest of the national 
defense or in the public interest. In 
considering requests for adjustment 
claiming*that the public interest is prej¬ 
udiced by the application of any provi¬ 
sion of this order, consideration will be 
given to the requirements of public 
health and safety, civilian defense, and 
dislocation of labor and resulting un¬ 
employment that would impair the de¬ 
fense program. Each request shall be 
in writing, shall set forth all pertinent 
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facts and the nature of the relief sought, 
and shall state the justification therefor. 

Sec. 9. Communications. All com¬ 
munications concerning this order shall 
be addressed to National Production Au¬ 
thority, Washington 25, D. C., Ref: 
M-36. 

Sec. 10. Records. Each person par¬ 
ticipating in any transaction covered by 
this order shall retain in his possession 
for at least 2 years records of re¬ 
ceipts, deliveries, inventories, and use, in 
sufficient detail to permit an audit that 
determines for each transaction that the 
provisions of this order have been met. 
This does not specify any particular ac¬ 
counting method and does not require 
alteration of the system of records cus¬ 
tomarily maintained, provided such rec¬ 
ords supply an adequate basis for audit. 
Records may be retained in the form of 
microfilm or other photographic copies 
instead of the originals. 

Sec. 11. Audit and mspcction. All rec¬ 
ords required by this order shall be made 
available at the usual place of business 
where maintained for inspection and 
audit by duly authorized representatives 
of the National Production Authority. 

Sec. 12. Violations. Any person who 
wilfully violates any provisions of this 
order or any other order or regulation of 
the National Production Authority or 
wilfully conceals a material fact or fur¬ 
nishes false information in the course of 
operation under this order is guilty of a 
crime and upon conviction may be pun¬ 
ished by fine or imprisonment or both. 
In addition, administrative action may 
be taken against any such person to sus¬ 
pend his privilege of making or receiving 
further deliveries of materials or using 
facilities under priority or allocation 
control and to deprive him of further 
priorities assistance. 

Note: The reporting and record-keeping 
requirements of this order have been ap¬ 
proved by the Bureau of the Budget in 
accordance with the Federal Reports Act of 
1942. 

This order as amended shall take ef¬ 
fect on March 21, 1951. 

National Production 
Authority, 

[seal) Manly Fleischmann, 

Administrator . 

List A 

1. United States Department of Defense, 

including all groups and subgroups. 

2. Atomic Energy Commission. 

3. United States Coast Guard. 

4. National Advisory Committee for Aero¬ 

nautics. 

5. CivU Aeronautics Administration. 

6. Tennessee Valley Authority. 

7. U. S. Department of Justice, Bureau of 

Prisons. 

8. United States Government Printing 

Office. 

9. United States Bureau of Engraving and 

Printing. 

10. General Services Administration. 

11. United States Post Office. 

12 Reconstruction Finance Corporation, 
Office of Rubber Reserve. 
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13. Producers of products or parts thereof 

for any of the activities listed above to 
the extent that the primary paper Is 
to be used exclusively as a component 
part of the product to be delivered on 
a contract or purchase order issued by 
such activity. 

14. Any activity of the United States Govern¬ 

ment not listed above normally re¬ 
quired to obtain paper and printed 
matter through or from the United 
States Government Printing Office if 
and when the GPO grants a waiver of 
such requirement, and manufacturers 
of products using paper for any such 
activity, to the extent that the primary 
paper is to be used exclusively as a 
component part of the product to be 
delivered, on a contract or purchase 
order issued by such activity if and 
when such a waiver is granted. Any 
such waiver must have been granted 
for the specific contract or purchase 
order concerned and an adequate 
identification of the waiver number 
and date of issuance thereof must be 
endorsed upon the contract or purchase 
order. 

List B 


Grade 

M-14-A code 
numbers 

Per¬ 

cent 

Newsprint and ground wood 

1006-1190. 

5 

papers. 

Printing and converting papers, 

1200-1220. 

5 

paper-machine coated. 

Book and fine pupers. 

1.300-1460 

15 

10 

l 

Coarse papers (unbleached 
kmft grade* only). 

Coarse papers (other than 
unbleached kraft grades). 

1511. 1521, 1/530, 
1591. 

1512. 1519,1522, 

1529, 1592, 

1599. 

1600. 

Special Industrial papers. 

15 

Sanitary tissue stock.... 

1700. _ 

5 

Crepe w adding for packing. 

1870. 

25 

Tissue papers (except sanitary 

1890.. 

6 

and crepe wadding for pack¬ 
ing). 

Absorbent paners... __ 

1900_ 

5 





[F. R. Doc. 51-3665; Filed, Mar. 21, 1951; 
11:29 a. m.J 


TITLE 38—PENSIONS, BONUSES, 
AND VETERANS’ RELIEF 

Chapter I—Veterans' Administration 

Part- 36 —Servicemen's Readjustment 
Act of 1944 

Subpart A —Title III; Loan Guaranty 
miscellaneous amendments 

1. In § 36.4343. a new paragraph (h) 
Is added as follows: 

§ 36.4343 Loans which may not be 
processed automatically. • * * 

(h) The requirements of paragraph 
(g) of this section shall not obtain with 
respect to loans affected by special con¬ 
ditions for which proper authority, pur¬ 
suant to Executive Order No. 10161, 
dated September 9, 1950, prescribes 
modifications or exceptions. 

2. In § 36.4356, paragraph (c) is 
amended and a new subparagraph (7) 
is added to paragraph (e) to read as 
follows: 

5 36.4356 Credit restrictions. • * • 
(c) Except as otherwise provided in 
this paragraph, the maturity of a loan 
for the purchase, construction, repair, 
alteration, or improvement of residen¬ 
tial property shall not exceed 25 years 


and 32 days: Provided , That if the pur¬ 
chase price or cost of construction is in 
excess of $7,000 the maturity of the loan 
shall not exceed 20 years and 32 days. 
In the event the Administrator deter¬ 
mines that the income and expenses of 
the veteran at the time of his applica¬ 
tion for the loan are such that he would 
be unable to maintain the required 
schedule of amortized payments for a 
loan which matures in 25 years and 32 
days or 20 years and 32 days, as the case 
may be, but that taking into consider¬ 
ation the veteran’s current and prospec¬ 
tive income and expense he would be 
able to make the payments on the loan 
if amortized over a longer period of 
time, the loan may be made, with the 
prior approval of the Administrator, 
with a maturity for such longer period 
of time but not in excess of 30 years: 
Provided , That in no event will the 
maturity exceed the estimate economic 
life of the property securing the loan: 
And provided further , That nothing 
herein shall preclude the extension of 
the loan pursuant to the provisions of 
§ 36.4314. 

* • • * * 

(e) • • • 

(7) Loans affected by special condi¬ 
tions for which proper authority, pur¬ 
suant to Executive Order No. 10161, dated 
September 9, 1950, prescribes modifica¬ 
tions or exceptions to the requirements 
which otherwise would obtain under this 
section. 

3. In § 36.4504, a new paragraph (g) 
is added as follows: 

§ 36.4504 Loan closing expenses . 

• * • 

(g) The requirements of paragraph 
(e) of this section shall not obtain with 
respect to loans affected by special con¬ 
ditions for which proper authority, pur¬ 
suant to Executive Order No. 10161, dated 
September 9, 1950, prescribes modifica¬ 
tions or exceptions. 

(Sec. 504, 58 Stat. 293, as amended: 38 U. S. C. 
C94d) 

This regulation is effective March 22, 
1951. 

[seal] O. W. Clark. 

Deputy Administrator. 

Credit Restrictions Pursuant to the 

Defense Production Act of 1950 on 

Loans Made or Assisted by the Ad¬ 
ministrator of Veterans' Affairs 

I hereby find that the regulations con¬ 
tained in Title 38, Chapter 1. §§ 36.4343 
(h), 36.4356 (c) and (e) (7), and 36.4504 
(g>. Regulations of the Administrator 
of Veterans’ Affairs, supra, effective con¬ 
currently herewith, are issued in accord¬ 
ance with Title VI of the Defense Pro¬ 
duction Act of 1950 (Pub. Law 774, 81st 
Cong.), and Part V of Executive Order 
10161 (15 F. R. 6105). In the formula¬ 
tion of the foregoing, there has been 
consultation-with industry representa¬ 
tives concerned, and consideration has 
been given to the recommendations of 
such representatives. 

(Reorg. Plan No. 3 of 1947, 12 F. R. 4981. 3 
CFR, 1947 Supp.; 6 U. S. C. Sup. 133y-16 
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note. Pub. Law 774. 81st Cong.. E. O. 10161, 
Sept. 9. 1950. 15 F. R. 6105. 3 CFR, 1950 Supp.) 

Effective as of the 22d day of March, 
1951. 

I seal] B. T. Fitzpatrick, 

Acting Housing and Home 
Finance Administrator . 

| F. R. Doc. 51-3579; Filed. Mar 21, 1951; 

8:49 a. m.J 

TITLE 39—POSTAL SERVICE 

Chapter I—Post Office Department 

Part 64— Domestic Insurance and Col- 

lect-on-Delivery Services: Indem¬ 
nity 

miscellaneous amendments 

Pursuant to authority contained in 
sections 244 and 246c of 'Title 39, United 
States Code, the Postmaster General has 
prescribed regulations under which in¬ 
sured or collect-on-delivery parcels may 
be returned to the sender, and it having 
been found that the effect of these reg¬ 
ulations is to relieve certain restrictions 
hitherto placed on the handling of in¬ 
sured and collect-on-delivery parcels, 
and it having been further found that 
compliance with the notice, public rule 
making procedure, and effective date 
requirements of the Administrative Pro¬ 
cedure Act <5 U. S. C. 1003) is im¬ 
practicable for the reason that such 
compliance would impede the due and 
timely execution of the functions of this 
Department, it is, therefore, ordered 
that, effective at once. Part 64 be 
amended as follows: 

a. In § 64.9 Undeliverable matter (39 
CFR 64.9) make the following changes: 

1. Amend paragraph (b) by striking 
out “20” and substituting in lieu thereof 
“15.” 

2. Add new paragraphs (e) and (f) to 
read as follows: 

(e) C. o. d. parcels which do not bear 
the special instructions set Jprth in 
§§ 64.57 and 64.58, or requests Tor noti¬ 
fication on Form 3849-D. may be re¬ 
turned to the senders immediately if: 
(1) Delivery cannot be effected because 
the addressees are unknown or cannot 
be found at the places of address; (2) 
the parcels are addressed to street ad¬ 
dresses or localities that do not exist at 
the offices of address; (3) the parcels 
are addressed to deceased addressees 
and delivery cannot be made to one le¬ 
gally entitled to act for the deceased 
addressee. 

(f) (1) Senders may request the re¬ 
turn of undelivered insured or c. o. d. 
parcels prior to the expiration of the 
time limit specified thereon, or the 
holding of the parcels for an additional 
period not exceeding a total of 30 days. 

(2) When insured and c. o. d. parcels 
are forwarded, they shall be held at the 
offices to which forwarded for the same 
periods as prescribed for the offices of 
original address. 

b. In § 64.43 Remittance of c. o. d. 
charges or forwarding of undelivered 

c. o. d. parcels to other than actual 
mailer (39 CFR 64.43) amend paragraph 
(c) (4) by striking out “20“ and substi¬ 
tuting in lieu thereof “15.” 
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c. In § 64.44 Notification of and con- 
diti07is under which local or nearby send¬ 
ers* representatives may accept undeliv¬ 
ered c. o. d. parcels (39 CFR 64.44) 
amend paragraph (a) (6) by striking out 
“20” wherever it appears therein and 
substituting in lieu thereof “15.” 

d. In § 64.56 Nursery stock (39 CFR 
64.56) amend paragraphs (b) and (c) by 
striking out “20“ as it appears therein 
and substituting in lieu thereof “15.” 

e. In § 64.58 Abandonment of insured 
or c. o. d. mail (39 CFR 64.58) amend the 
note by striking out “20” and substituting 
in lieu thereof “15.” 

(R. S. 161, 396, sec. 8. 37 Stat. 558, as amended, 
secs. 304, 309, 42 Stat. 24. 25. sec. 211, 43 Stat. 
1069, 46 Stat. 377, as amended; 5 U. S. C. 22, 
369, 39 U. S. C. 244. 246c) 

rsEAL] V. C. Burke, 

Acting Postmaster General. 

IF. R. Doc. 51-3570; Filed, Mar. 21, 1951; 

8:46 a. m.J 


Part 95—Service By Pneumatic Tubes 
or Similar Devices 

In Part 95, Service by Pneumatic 
Tubes or Similar Devices (39 CFR, Part 
95). rescind § 95.1. 

(R. S. 161, 396. secs. 304, 309, 42 Stat. 24, 25; 
6 U. S. C. 22, 369) 

Tseal] V. C. Burke, 

Acting Postmaster General. 

[F. R. Doc. 51-3569: Filed, Mar. 21. 1951; 
8:46 a. m.] 


TITLE 47—telecommuni¬ 
cation 

Chapter I—Federal Communications 
Commission 

[Docket No. 9857] 

Part 34 —Uniform System of Accounts 
for Radiotelegraph Carriers 

RETIREMENT UNITS 

At a session of the Federal Communi¬ 
cations Commission held at its offices in 
Washington, D. C., on the 14th day of 
March 1951; 

The Commission having under con¬ 
sideration the matter of amendment of 
Part 34 (Uniform System of Accounts 
for Radiotelegraph Carriers) of its rules 
and regulations; 

It appearing, that on December 22, 
1950, the Commission published a notice 
of proposed rule making, in accordance 
with section 4 (a) of the Administrative 
Procedure Act, which notice set forth a 
revision of § 34.1-6, and that the period 
in which interested persons were afforded 
an opportunity to submit comments ex¬ 
pired on January 15,1951; and that only 
The Western Union Telegraph Company 
submitted comments during that period, 
the substance of the comments consist¬ 
ing of proposals for the elimination, 
substitution or addition of certain re¬ 
tirement units because of circumstances 
peculiar to Western Union's low power 
microwave plant, and suggesting that a 
conference be arranged with members 


of the Federal Communications Commis¬ 
sion staff in order to resolve the differ¬ 
ences; and 

It further appearing, that no com¬ 
ments or briefs were filed in reply to 
Western Union’s original comments; 
that an informal conference among 
members of the staff and representatives 
of Western Union was held in Washing¬ 
ton. D. C., on February 27.1951, at which 
conference it was mutually agreed that 
the low power microwave plant of West¬ 
ern Union does not constitute a radio¬ 
telegraph system subject to the provi¬ 
sions of Part 34 and is not analogous in 
all respects to the plant used in interna¬ 
tional radiotelegraph service; that the 
property included by Western Union in 
account 1530, “Telephone and radiotele¬ 
graph plant,” is subject to the account¬ 
ing procedures provided in Part 35 of the 
Commission’s rules; and that it is desir¬ 
able and proper to make final the adop¬ 
tion of the amendment as originally 
proposed in the aforementioned notice 
of proposed rule making; and 

It further appearing, that authority 
for the promulgation of this amendment 
is contained in sections 4 (i) and 220 of 
the Communications Act of 1934 as 
amended: and 

It further appearing, that under sec¬ 
tion 220 (g) of the Communications Act 
of 1934, as amended, notice of alterations 
by the Commission in the required man¬ 
ner or form of keeping accounts shall be 
given by the Commission at least six 
months before the same are to take 
effect ’ 

It is ordered, That effective October 1, 
1951. Part 34 of the Commission’s rules 
and regulations is amended as set forth 
below: 

Provided, however. That any carrier 
may adopt the modified accounting pro¬ 
cedure set forth in such amendment at 
any earlier date. 

(Sec. 4, 48 Stat. 1066, as amended; 47 U. S. C. 
154. Interprets or applies sec. 220, 48 Stat. 
1078; 47 U. S. C. 220) 

Released: March 15, 1951. 

Federal Communications 
Commission, 

[seal] T. J. Slowie, 

Secretary. 

Delete § 34.1-6-1 and substitute the 
following: 

§ 34.1-6-1 Retirement units, (a) 
The list of retirement units in this sec¬ 
tion shall be used in connection with 
plant retirements for the purpose of dis¬ 
tinguishing between amounts chargeable 
to account 1515, “Allowance for depreci¬ 
ation—Radiotelegraph plant,” under the 
provisions of § 34.1-6 (b) (1) and re¬ 
placement costs chargeable to the main¬ 
tenance accounts, as provided in § 34.41-5 

(a) (2). These retirement units should 
not be confused with property units used 
in continuous property records (see 
§ 34.1-8) and shall not be considered as 
affecting the classification of plant (see 
§ 34.03-12). 

(b) Elimination of or substitution for 
retirement units listed in this section may 
not be performed without specific au¬ 
thority by the Commission except that 
items which are not combinations of the 
listed retirement units may be added 
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without such authority and carriers may 
account for any listed units as main¬ 
tenance when they are of small cost and 
are not complete units of operated plant. 

<c) This list shall be expanded by the 
carrier to include complete units of op¬ 
erated plant not shown in this section. 

id) The carrier shall report to the 
Commission, within 90 days after June 
30 of each year, and as at that date, all 
additions which have been made to the 
list under this authority, all items in¬ 
cluded in the list which have become 
obsolete, either as to technical titles or 
use in communication service, and the 
items which the experience of the car¬ 
rier has shown to involve a small cost 
only. This report should include such 
other information concerning the list as 
the carrier may desire to place before 
the Commission with a request for ap¬ 
propriate action by the Commission in 
the matters described. 

(e) The article “a,” “an,” or “the,” as 
appropriate, should be read in connec¬ 
tion with each retirement unit listed 
in this section. 

Laud Improvements (Account 12) 

Barrier, road or snow—not part ol fence or 
wall. 

Bench—permanently attached. 

Billboard or sign. 

Branch or spur—extending from a main 
roadway or sidewalk—complete. 

Bridge or trestle—foot or road. 

Cattle-guard. 

Fence, wall or hedge—continuous length of 
60 feet or more. 

Fountain or pond—ornamental. 

Gate, ornamental—not associated with fence 
or wall. 

Incinerator—stone, brick, or concrete. 

Lawn or other landscaped area—complete— 
1,000 square feet or more in area. 

Pavilion, rest. 

Platform loading—not part of building. 

Pole, post, standard or fixture—yard lighting 
or other, with or without appurtenances. 
Power line or cable—yard lighting. 

Railroad spur or siding. 

Road, walk, yard, or parking area—im¬ 
proved surface—complete system, 300 
square feet or more in area. 

Stand or pit, car washing or greasing. 
Swimming pool, tennis court or similar rec- 
creation unit—complete. 

Trough, water. 

Drainage. Sewerage, Gas and Water 
Systems (Account 13) 

Basin. 

Dike or levee—section of. 

Drain, sewer, dam or spillway—branch or 
main—continuous length of 20 feet or 
more. 

Engine or engine foundation. 

Filtration plant. 

Gas Bupply or distribution system. 

Hydrant. 

Hydraulic ram—complete installation. 
Manhole or handhole. 

Motor, electric (1 or more hp.). 

Pole, power supply line. 

Power supply cable or line—complete or sec¬ 
tion of 300 feet or more. 

Pump, water. 

Reservoir, cistern or well. 

6helter or housing for machinery. 

Sprinkler system, lawn. 

Subsurface drain bed. 

Tank or cesspool—septic, settling or water— 
with or without tower or other support. 
Water conducting system—piping or other 
medium—complete, or continuous length 
of 20 feet or more. 

Windmill or windmill tower. 


Buildings (Account 14) 

Air-conditioning or ventilating system. 
Automatic stoker. 

Boiler. 

Building. 

Chimney or stack. 

Conveying system, coal or ash. 

Crane or hoist—other than mobile. 

Door or window—metal or wood—complete, 
with box, frame and sash. 

Elevator—complete with or without operat- 
• ing mechanism. 

Fire escape. 

Flooring for one room. 

Fountain, drinking. 

Furnace, heater or heating system. 

Ground bus structure—permanent ground 
system. 

Ground system, electrical—burled part of 
ground bus structure. 

Heater, hot-water. 

House-lighting or power board. 

Motor (1 or more h. p.), generator, engine, 
turbine, pump, compressor, ventilating 
fan, air washer, elevator drum or other— 
with or without associated wiring, control 
equipment, etc. 

Penthouse. 

Platform, loading. 

Roof—with or without supporting structures. 
(A building of irregular shape having more 
than one roof level may have several iso¬ 
lated roofs, each of which shall be consid¬ 
ered an entire roof. In the case of build¬ 
ings to which lateral extensions have been 
made, even though having but one roof 
level, that part of the roof covering an 
entire section built at one time shall be 
considered an entire roof.) 

Tank—oil or water. 

Other costs to be treated as retirement 
units. (In addition to the foregoing retire¬ 
ment units, portions of buildings, equip¬ 
ment, fixtures, etc., installed and retired, and 
the labor and incidental costs involved In 
connection with work of the following char¬ 
acter, shall be handled through the plant 
and depreciation-allowance accounts): 

Changes in the type of operation of elevator 
systems, e. g., a change from manual to 
automatic control of cars, from manual 
to power operation of doors, from low speed 
to high speed, from direct to alternating 
current, from hydraulic to electric opera¬ 
tion, from one type of signaling or dis¬ 
patching system to another. 

Relocation of toilet rooms, battery rooms, 
kitchens, terminal rooms, transformer 
vaults, etc. 

Structural changes, such as: Reinforcements 
of floors, roofs, bearing walls, footings and 
foundations; additions or relocations of 
elevator shafts, stairways, fire exits, and 
vaults, but excluding switchboard cable 
holes and slots; and building alterations 
required for fire protection and other 
safety measures. 

Changes in the type of electric current sup¬ 
ply, or of ventilating, air-conditioning or 
similar systems. 

Building enlargements. 

Replacements of plumbing or heating pipes— 
with or without associated valves, except 
when necessitated by minor repairs or 
minor relocations of fixtures. 
Replacements of all or substantially all the 
lighting fixtures—with or without associ¬ 
ated wiring and conduit—in one operating 
or equipment room or. In the case of office 
space, on one floor of a building. 

General replacements (throughout a build¬ 
ing or throughout an entire portion 
erected at one time) of items such as sup¬ 
ply, return or air valves in heating sys¬ 
tems; hot or cold water valves or faucets; 
and plumbing, heating, or drainage traps. 


Towers and Masts (Account 21) 

Beacon-light—flashing or other warning, 
complete. 

Fixture, crossarm or bridge. 

Guy or anchor—complete. 

Halyard—permanent. 

Ladder or stairway—access. 

Mast—pole-type or A-frcme structure. 

Time switch—airway beacon. 

Topmast. 

Tower. 

Towerhouse. 

Tower-lighting system. 

Triatic system. 

Winch—with or without foundation. 

Antenna Systems (Account 22) 

Antenna—complete. 

Cable—wave change, control or metering. 

Conductor system, buried. 

Counterpoise system. 

Discrimination network. 

Down leads—all associated with one antenna. 

Filter assembly. 

Frequency matching trap. 

Ground system. 

Lightning arrestor assembly. 

Pole—20 feet or more in height. 

Power board. 

Shelter, housing or platform. 

Single or multiple antenna W’ire (with or 
without associated spacers, supporting in¬ 
sulators and catenary wires, if integral 
parts of span)—continuous span. 

Single “panel” of antenna wire—with sup¬ 
porting wire and insulators. 

Sleet-melting system. 

Terminal or switching structure—with or 
without foundation. 

Transmission line—2 or more continuous 
spans or a section of 300 feet or more. 

Tuning or uncoupling coil (includes VLF and 
LF). 

Control Lines (Account 26) and Power- 
Supply Lines (Account 27) 

Cable, aerial—with or without associated 
suspension strand, clamps or rings—one 
or more spans. 

Cable—buried or underground—a section of 
300 feet or more, or a section between 
manholes, splicing boxes or pedestals. 

Cable entrance or stub—building. 

Case of equipment, such as loading coils, 
building-out condensers, carrier line fil¬ 
ters, or auto-transformers. 

Gas-pressure fault-indicating system. 

Manhole or handhole. 

Pole (line, brace, guy or pole forming part 
of an A or H frame)—with or without 
associated anchors, guys, steps or other 
appurtenances. 

Pothead, high tension. 

Special fixture (bridge, tower or other spe¬ 
cial river-crossing or long-span fixture) — 
with or without associated anchors, guys 
or other appurtenances. 

Telephone or complete telephone system- 
field. 

Tone conversion unit. 

Tone source unit. 

Transformer, pole mounted. 

Underground conduit or dip—a section be¬ 
tween a manhole, handhole, or service 
box and a pole or building; or between 
two manholes, handholes, service boxes or 
buildings. 

Wire—with or without associated insulators 
or other hardware—two or more contin¬ 
uous spans. 

Electron-Tube Transmitter Equipment 
(Account 31) 

Air-duct system. 

Amplifier unit. 

Antenna coupling device. 

Blower. 

Control panel. 

Cooling unit—oil or water. 

Driver or exciter unit. 
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Generator. 

Harmonic filter unit. 

Keyer unit—tone signal, frequency shift, 
etc. 

Modulator unit. 

Motor, electric (1 or more hp.). 

Oscillator unit. 

Power supply unit, crystal. 

Pump. 

Radiator. 

Rectifier unit. 

Transformer. 

Transmitter—complete, with or without 
associated wiring or conduit. 

Other Transmitter Equipment (Account 32) 
Air-duct system. 

Alternator armature quarter-section. 
Alternator, radio frequency. 

Alternator substation. 

Ammeter, graphic recording. 

Amplifier, magnetic. 

Armature (associated with main machine of 
25 or more hp.). 

Circuit breaker, oil. 

Compressor. 

Condensers, battery of. 

Foundation. 

Gears, reduction—with or without gear 
boxes or housing (alternator), 

Keyer unit. 

Motor, electric (1 or more hp.). 
Motor-generator. 

Panel or switchboard. 

Pump. 

Rheostat, liquid. 

Rotor. 

Tank. 

Transformer. 

Variometer. 

Cooling Apparatus (Account 33) 

Air duct. 

Blow’er. 

Cooling pond. 

Cooling pond louvre or wind break. 

Cooling tank structure. 

Coding or spray tower. 

Fan, exhaust. 

Heat exchanger. 

Machine foundation. 

Motor, electric (1 or more hp.). 

Pipe lines and valves in connection with 
cooling devices—complete or continuous 
length of 20 feet or more. 

Pump. 

Radiator. 

Refrigerating unit. 

Sump. 

Tank—brine or fresh water. 

Water still. 

Receiver Equipment (Account 34) 
Amplifier unit. 

Antenna combining or coupling unit. 

Coll box. 

Converter unit. 

Current-limiter or limiter-adapter. 
Demodulator or detector unit. 

Frequency indicator or adapter. 

Frequency 6hift keying unit. 

Monitor unit. 

Oscillator unit. 

Panel—antenna distribution, receiver relay, 
signal control or power supply. 
Power-supply unit. 

Rack, table, desk, or other structure used 
as mounting. 

Receiving set—complete. 

Rectifier unit. 

Rejector coupling unit. 

Tone keyer unit. 

Tuner unit. 

Voltage regulator unit. 

Power Supply and Distribution Equipment 
(Account 36) 

Alternator. 

Ash or coal conveyor. 

Battery charging installation. 

Battery, storage. 


Battery rack, cabinet, or counter—storage or 
dry. 

Boiler. 

Bus bars, cable or wiring—with or without 
conduit (such as between: battery and 
fuse panel or power switchboard and equip¬ 
ment). 

Bus and switching structure—substation. 
Circuit breaker. 

Compensator. 

Compressor, air. 

Condenser, power factor correction or syn¬ 
chronous motor. 

Disconnect switch, high tension. 

Feed water condenser. 

Filter assembly, battery charging. 

Filter condensers. 

Fuse cabinet or box. 

Generator. 

Housing or shelter for pump. 

Lighting system, substation. 

Lightning arrester assembly. 

Machine foundation. 

Meter, demand or watt hour. 

Metering transformer, high tension. 

Mercury tank. 

Motor generator. 

Motor, electric (1 or more hp.). 

Oil burner. 

Power plant or substation—complete. 

Prime mover. 

Pump. 

Rack or frame—rectifier, filter. 

Reactor. 

Rectifier. 

Starter. 

Stoker, automatic. 

Substation enclosure, structure, vault or 
house. 

Switchboard or control panel. 

Tank—fuel oil, feed water, or compressed air. 
Tanks or Jars—complete set for storage bat¬ 
teries. 

Transformer. 

Trolley hoist or crane. 

Voltage regulator. 

Control Apparatus (Account 40) 

Air conditioning system—associated with a 
frequency-measuring room—not part of 
building. 

Amplifier or amplifier-rectifier unit. 
Annunciator system. 

Audio-frequency carrier telegraph equip¬ 
ment. 

Automatic transmitter unit or base. 

Base, printer or reperforator. 

Blower. 

Board printer-control, relay, amplifier, line- 
test, or keyer. 

Bus truck. 

Cabinet—with or without equipment. 

Call register. 

Carriage, printer. 

Chute. 

Clock—synchronous, master, or control 
board. 

Comparator. 

Compressor. 

Concentrator for radiotelegraph or wire- 
telegraph circuits, printer circuits or tele¬ 
phones. 

Console, teletypewriter—package set—reper¬ 
forator or perforator. 

Control or switching box. 

Control booth, desk, or console. 

Converter unit. 

Conveyer belt installation. 

Correction unit—multiplex. 

Cover—printer, reperforator or perforator. 
Demodulation limiter unit. 

Duplex terminal regenerator set or unit. 
Duplicating machine, message. 

Error detector unit. 

Facsimile machine—transmitting, receiving 
or combination. 

File or rack—message handling. 

Filter-rack installation. 

Filter unit. 

Fork unit. 

Frequency meter. 


Frequency standard. 

Frequency standard check equipment unit. 
Fuse panel—with or without associated 
wiring. 

Harmonic generator or distortion amplifier 
unit. 

Heat-control unit, fork. 

Hybrid coll panel. 

Ink recorder or undulator. 
Intercommunicating system. 

Inverter unit. 

Jack panel. 

Keyboard—printer or reperforator. 

Keyer unit. 

Lamp panel—with or without associated 
wiring. 

Limiter. 

Line-equalizing unit. 

Microphone—complete with mounting, con¬ 
necting cord, etc. 

Microphone control panel. 

Mixer panel. 

Modulator unit. 

Monitor loudspeaker—portable. 

Monitor receiver—portable. 

Monitor recorder—portable. 

Motor starter or compensator. 

Motor, electric (1 or more hp.). 
Multi-conductor patching panel. 

Multiple pen recorder. 

Multiplex machine. 

Multiplex terminal. 

Multi-vibrator unit. 

Numbering machine, message. 

Oscillator unit. 

Oscilloscope or oscillograph. 

Perforator or reperforator. 

Phonographic turntable. 

Photoradio or facsimile terminal. 

Photoradio operating table—complete with 
wiring, outlets, compressor, etc. 

Photoradio receiving recorder. 

Photoradio universal transmitting and re¬ 
ceiving machine. 

Pneumatic tubing—with or without protec¬ 
tive covering—section of. 

Power control unit—multiplex. 

Power supply unit. 

Printer control unit. 

Printer, keyboard—page or tape. 
Public-address system. 

Rack, table, stand, desk, panel, shelf, con¬ 
sole, cabinet or other supporting struc¬ 
ture—with or without equipment. 

Radio fie Id-intensity measuring installation. 
Radio receiver or unit. 

Radio transmitter frequency-control instal¬ 
lation. 

Reactor, modulation. 

Receiving terminal—tape tube. 

Recorder, time-signal. 

Rectifier. 

Regulator unit. 

Relay-control drawer—with or without re¬ 
lays—teletypewriter package set. 

Relay test panel—with or without associated 
wiring. 

Relay tray. 

Scanner unit—radiophoto. 

Signal indicator, teletypewriter—package set. 
Storage distributor. 

Switchboard, call circuit. 

Tape puller. 

Tape puller foot control assembly—integral 
with operating table. 

Tape rewind—motor driven. 

Tape stop. 

Teleautograph installation. 

Telegraph repeater. 

Telephone head-set, hand-set, breast-set, re¬ 
ceiver, or transmitter. 

Telephone modulator. 

Teletypewriter. 

Temperature-control box. 

Test board—telegraph. 

Time delay unit for automatic transmitters. 
Time stamp or time-stamp installation. 
Tone-generator unit or installation. 
Transformer, power or modulation. 
Translator (converter). 
Transmitter-distributor. 

Transmitter frequency monitor 
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Twin signal regenerator—multiplex. 
Typewriter, traffic. 

Typing unit, printer or reperforator. 
Volume-indicator unit. 

Water copy wringer or press. 

Wiring base, cabinet rack. 

Equipment on Customers’ Premises 
• (Account 41) 

In addition to the item “Call Boxes” which 
is peculiar to equipment on customers’ prem¬ 
ises, the retirement units for this account 
shall correspond to those designated for 
comparable equipment in carriers' offices. 

Furniture and Office Equipment 
(Account 51) 

Alr-conditloning unit—portable. 

Bed, cot, couch, davenport or lounge. 

Cabinet. 

Cafeteria and hotel equipment. 

Cash register. 

Chair. 

Costumer. 

Counter. 

Desk or table. 

Fan, electric—portable. 

Fire extinguisher—portable, hand-reflllable. 
Floor coverings. 

Heater, electric—portable. 

Locker. 

Machines—Accounting, adding, addressing, 
billing, blueprinting, calculating, listing, 
dictaphone and duplicating. 

Piano or phonograph. 

Receiver—radio or television. 

Refrigerator. 

Safe. 

Shotgun, rifle or revolver. 

Sign—portable. 

Time clock or other. 

Typewriter. 

Vacuum cleaner. 

Venetian blinds. 

Washing machine. 

Water cooler. 

Ship Station Equipment (Account 61) and 
Other Mobile Station Equipment (Ac¬ 
count 69) 

Automatic alarm. 

Direction finder. 

Radar. 

Ringer. 

Sperry repeater. 


Also, each applicable item of equipment as 
listed under the other accounts. 

Vehicles and Draft Animals (Account 71) 

Air compressor, mobile. 

Airplane. 

Amphibious vehicle. 

Automobile. 

Bicycle. 

Boat or barge. 

Cart. 

Draft animal. 

Harness, set of. 

Motorcycle. 

Motor truck—with or without body. 

Motor truck body. 

Mounted kitchen. 

Pole dolly or dinkey. 

Scooter-bike. 

Sled. 

Tractor or trailer. 

Wagon. 

Shop Equipment, Tools and Implements 
(Account 72) and Store and Warehouse 
Equipment (Account 73) 

Acetylene torch outfit. 

Air compressor. 

Analyzer, spectrum. 

Back-filling machine. 

Bending brake. 

Blower, power. 

Boring mill. 

Bridge—capacity, resistance, inductance, or 
combination thereof. 

Cabinet, chest, counter, bin, barrel or 
shelving. 

Circuit tester or analyzer. 

Compressed air tool. 

Concrete mixer. 

Counter—movable. 

Crane, derrick, chain hoist or winch. 

Crystal testing installation. 

Decade resistance box. 

Decremeter. 

Diaphragm pump—with or without engine— 
portable. 

Dummy antenna or dummy load. 
Earth-boring machine—not part of a truck 
or tractor. 

Engine. 

Farm implement—costing over $10.00. 

Field intensity measuring installation. 

Forge or furnace. 

Hand tool—any costing over $10.00. 
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Harmonic generator or distortion amplifier 
unit. 

Hl-low control temperature cabinet. 

Ladder. 

Lathe. 

Lineman’s test set. 

Magneto test set. 

Meter—any costing over $10.00. 

Milling machine. 

Motor, electric (1 or more hp.). 

Oil filter press—with associated equipment. 
Oil testing set. 

Oscillator. 

Oscillograph or oscilloscope. 

Paint-spray outfit. 

Pole-treating installation. 

Power planer, drill press, grinder, hammer 
or saw. 

Pump—gasoline or oil. 

Pyrometer—portable. 

Radio frequency assembly. 

Relay test-panel—with or without associ¬ 
ated wiring. 

Rock crusher and screening plant. 

Scales, platform. 

Signal-distortion test set. 

8ignal generator. 

Stroboscope. 

Synchroscope. 

System of pulleys, shafting or belting for 
transmission of shop power. 

Tank—fuel, gasoline, oil, storage or water. 
Telephone outfit—portable. 

Temperature controlled oven. 

Test amplifier unit. 

Test table. 

Thermistor bridge. 

Thermocouple. 

Tool rack or tool case. 

Tower erection cage. 

Transit, surveyor's. 

Trenching machine. 

Truck or cart. 

Vacuum-tube gas detector. 

Vacuum-tube tester. 

Volume or power-level Indicator—portable. 
Water purifier or still—not part of water 
cooling system. 

Welding outfit. 

White print machine. 

Wire-measuring machine. 

Work bench or work table. 

(F. R. Doc. 51-3604; Filed, Mar. 21, 1951; 
8:55 a. m.J 
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DEPARTMENT OF THE INTERIOR 

Bureau of Indian Affairs 

[ 25 CFR, Part 130 1 

Blackfeet Indian Irrigation Project, 
Montana 

operation and maintenance charges 
March 16, 1951. 

Pursuant to section 4 (a) of the Ad¬ 
ministrative Procedure Act of June 11, 
1946 (Pub. Law 404, 79th Cong., 60 Stat. 
238), and authority contained in the 
Acts of Congress approved August 1, 
1914; May 18. 1916; and March 7, 1928 
(38 Stat. 583, 25 U. S. C. 385; 39 Stat. 
142; and 45 Stat. 210, 25 U. S. C. 387), 
and by virtue of authority delegated by 
the Secretary of the Interior to the Com¬ 
missioner of Indian Affairs August 28, 
1946, and by virtue of the authority dele¬ 
gated by the Commissioner of Indian 
Affairs to the Regional Director Septem¬ 
ber 14, 1946, which title was changed to 
Area Director September 13, 1949, by 
No. 56- 2 


Order No. 2535, notice is hereby given of 
the intent to modify § 130.130 Basic 
agreement , § 130.131 Excess water assess¬ 
ment, § 130.132 Payment , paragraphs 
(a), (b) and (c) of Title 25, Code of Fed¬ 
eral Regulations, dealing with irrigable 
lands on the Blackfeet Indian Irrigation 
Project, to read as follows; 

§ 130.130 Basic assessment. Pursuant 
to the Acts of Congress approved August 
1. 1914, May 18. 1916 and March 7. 1928 
(38 Stat. 583; 39 Stat. 142; 45 Stat. 210; 
25 U. S. C. 385, 387), the basic rate of 
assessment of operation and mainte¬ 
nance charges against the irrigable lands 
under the Blackfeet Indian Irrigation 
Project, Montana, for the seaSbn of 1951 
and until further notice, is hereby fixed 
at $1.80 per acre per annum for the de¬ 
livery of water, on an application basis, 
of not to exceed IV 2 acre-feet per acre 
during each Irrigation season. 

§ 130.131 Excess water assessment , 
Additional water may be delivered in 
excess of IV 2 acre-feet per acre per an¬ 


num at the rate of $1.00 per acre-foot, 
or fraction thereof. 

§ 130.132 Payment. The assess¬ 
ments fixed in §§ 130.130 and 130.131 
shall be due and payable at the time 
of the filing of the application for 
water. Payments must be made to the 
proper offices at Browning, Montana, be¬ 
fore water is delivered. 

Section 130.132 (b) and 130.132 (c) 
are hereby rescinded. 

Interested persons are hereby given 
opportunity to participate in preparing 
the proposed amendments by submitting 
their views and data or arguments in 
writing to the Area Director, Bureau of 
Indian Affiairs, Billings, Mont., within 30 
days from the date of publication of this 
notice of intention in the daily issue of 
the Federal Register. 

Paul L. Fickinger, 

Area Director. 

IF. R. Doc. 51-3616; Filed. Mar. 21, 1951; 

8:67 a. m.J 







2604 

FEDERAL TRADE COMMISSION 

[ 16 CFR, Part 82 ] 

[File No. 21-429J 

Upholstery and Drapery Fabrics 
Industry 

NOTICE OF HEARING AND OF OPPORTUNITY 
TO PRESENT VIEWS. SUGGESTIONS, OR 
OBJECTIONS 

Opportunity is hereby extended by the 
Federal Trade Commission to any and all 
persons, partnerships, corporations, or¬ 
ganizations, or other parties, including 
farm, labor and consumer groups, af¬ 
fected by or having an interest in the 
proposed trade practice rules for the Up¬ 
holstery and Drapery Fabrics Industry 
(constituting a proposed revision and ex¬ 
tension of the rules for the Upholstery 
Textile Industry as promulgated No¬ 
vember 16. 1932), to present to the Com¬ 
mission their views concerning said 
revision of rules, including such pertinent 


DEPARTMENT OF LAEOR 

Wage and Hour Division 

Learner Employment Certificates 

ISSUANCE TO VARIOUS INDUSTRIES 

Notice is hereby given that pursuant 
to section 14 of the Fair Labor Standards 
Act of 1938, as amended (52 Stat. 1068, 
as amended: 29 U. S. C. and Sup. 214), 
and Part 522 of the regulations issued 
thereunder (29 CFR Part 522), specia 1 
certificates authorizing the employment 
of learners at hourly wage rates lower 
than the minimum wage rates applicable- 
under section 6 of the act have been 
issued to the firms listed below. The 
employment of learners under these cer¬ 
tificates is limited to the terms and con¬ 
ditions therein contained and is subject 
to the provisions of Part 522. The ef¬ 
fective and expiration dates, occupations, 
wage rates, number or proportion of 
learners, and learning period for cer¬ 
tificates issued under the general learner 
regulations (§§ 522.1 to 522.14) are as 
indicated below; conditions provided in 
certificates- issued under special indus¬ 
try regulations are as established in 
those regulations. 

Single Pants. Shirts and Allied Gar¬ 
ments, Women’s Apparel, Sportswear 
and Other Odd Outerwear, Robes and 
Leather and Sheep-Lined Garments Di¬ 
visions of the Apparel Industry Learner 
Regulations (29 CFR 522.160 to 522.166, 
as amended September 25,1950; 15 F. R. 
5701; 6326). 

Alby Sportswear Co., 414 Pine Street, 
Scranton, Pa., effective 8-8-51 to 3-7-52; 10 
percent normal labor turnover (dresses and 
blouses). 

Atlanta Knitting Mills. Inc., Main Street, 
Catskili, N. Y.. effective 3-13-51 to 3-12-52; 
10 percent normal labor turnover (ladles* 
undergarments). 

Bernco, Filth and Walnut Streets, Mount 
Carmel, Pa., effective 3-7-51 to 3-6-52; for 
normal labor turnover, 10 percent or 10 
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information, suggestions, or objections 
as they may desire to submit, and to 
be heard in the premises. For this pur¬ 
pose they may obtain copies of the pro¬ 
posed rules upon request to the 
Commission. Such views, information, 
suggestions, or objections may be sub¬ 
mitted by letter, memorandum, brief, 
or other communication, to be filed with 
the Commission not later than May 2, 
1951. 

The opportunity to be heard orally will 
be afforded to any such persons, partner¬ 
ships, corporations, organizations, or 
other parties, who desire to appear and 
be heard at the following times and 
places: 

Hearing beginning at 10:00 a. m., 
April 11, 1951. in the Hotel Biltmore, 
Madison Avenue at Forty-third Street, 
New York City; and 

Hearing beginning at 10:00 a. m.. May 
2. 1951, in Room 332, Federal Trade 
Commission Building,' Pennsylvania 


NOTICES 


learners, whichever is greater (women’s 
blouses and dresses). 

Blain Associates, Blain, Perry County, Pa., 
effective 3-7-51 to 3-6-52; five learners nor¬ 
mal labor turnover (women’s woven rayon 
underwear). 

Blue Bell Dress Co., Inc., 33 East North¬ 
ampton Street. Wilkes Barre, Pa., effective 
3-9-51 to 3-8-52; for normal labor turnover, 
10 learners except for work on ladies' suits, 
cloaks, and separate skirts (ladles’ apparel). 

Briarcliff Mills, 84 Prior Street. NW.. At¬ 
lanta, Ga.. effective 3-9-51 to 3-6-52; for 
normal labor turnover, five learners to be 
employed on ladies' woven cotton underwear 
only. 

The Butler Shirt Co., 165 Brugh Avenue, 
Butler. Pa., effective 3-14-51 to 9-13-51; five 
learners for expansion purposes (Army flan¬ 
nel shirts). 

The Butler Shirt Co.. 165 Brugh Avenue, 
Butler, Pa., effective 3-14-51 to 3-13-52; 10 
percent normal labor turnover (Army flan¬ 
nel shirts). 

Chaffee Manufacturing Co., Inc., Chaffee, 
Mo., effective 3-12-51 to 3-11-52; 10 percent 
normal labor turnover (men’s dress trou¬ 
sers). 

D & D Sewing Co., 1360 North George 
Street.* York, Pa., effective 3-8-51 to 3-7-52; 
10 learners normal labor turnover (children’s 
cotton outerwear). 

D & D Sewing Co.. 1360 North George 
Street, York, Pa., effective 3-8-51 to 9-7-51; 
five learners for expansion purposes only, 
(children’s cotton outerwear). 

Embassy Manufacturing Co.. 1021 Wash¬ 
ington Avenue, St. Louis, Mo., effective 3-9-51 
to 3-8-52; for normal labor turnover, 10 
percent or 10 learners, whichever is greater 
(men’s single dress pants). 

Farwest Garments, Inc.. 419 First Avenue 
South, Seattle, Wash., effective 3-7-51 to 
3-6-52; 10 learners normal labor turnover 
(men’s and boys’ Jackets). 

Leslie Fay Fashions, Inc., 110 Downing 
Street. Plymouth, Pa., effective 3-12-51 to 
3-11-52; for normal labor turnover, 10 per¬ 
cent or 10 learners, whichever is greater 
(ladles’ rayon and cotton dresses). 

Fay Sportswear Co., 349 High Street, Burl¬ 
ington, N. J., effective 3-12-51 to 3-11-52; 
5 learners normal labor turnover (ladie 3 * 
and children's sportswear). 


Avenue at Sixth Street NW., Washing¬ 
ton, D. C. 

After due consideration of all matters 
presented in writing or orally, the Com¬ 
mission will proceed to final action on 
the proposed revision of rules. 

The industry for which these rules are 
proposed is comprised of those persons, 
firms, corporations and organizations 
engaged in the production (including 
the dyeing and finishing or refinishing 
of goods of foreign origin), sale or dis¬ 
tribution of upholstery and drapery fab¬ 
rics composed of various materials and 
combinations thereof, including, but not 
limited to, wool, cotton, silk, and arti¬ 
ficial fibers. 

Issued: March 19, 1951. 

By the Commission. 

[seal] D. C. Daniel, 

Secretary. 

[F. R. Doc. 51-3529; Filed. Mar. 21. 1951; 

8:45 a. m.) 


General Knitwear Corporation, 1356 Lo¬ 
cust Street. Terre Haute. Ind., effective 3- 
14-51 to 3-13-52; five learners normal labor 
turnover (cotton knitted and woven polo 
shirts, all from purchased cloth). 

Gibson City Garment Co., Gibson City, 
Ill., effective 3-8-51 to 3-7-52; five learners 
normal labor turnover (women’s sportswear 
and loungewear). 

Glen Lyon Garments, Inc., 212 East Main 
Street. Glen Lyon. Pa., effective 3-7-51 to 
3-6-52; 10 learners normal labor turnover 
(ladies’ dresses). 

Glen of Michigan, Inc., 77 Hancock Street, 
Manistee, Mich., effective 3-10-51 to 9-9-51; 
eight additional learners for expansion pur¬ 
poses only (women's, misses’ and Juniors' 
dresses and blouses, sportswear and outer¬ 
wear; Juniors’ and cbiidren’s sportswear). 

Glove Pants Manufacturing Co., 300 Plym¬ 
outh Avenue, Fall*River, Mass., effective 3-8- 
61 to 3-7-5?; five learners normal labor turn¬ 
over (men’s and boys’ single pants). 

Gort Girls’ Frocks, Inc., 75 Stark Street 
NE., Wilkes Barre. Pa., effective 3-8-51 to 
3-7-52; 10 percent normal labor turnover 
(children’s dresses). 

Hazelton-McAdee Sportswear Co.. 315 West 
Twentieth Street, Hazelton, Pa., effective 4- 
1-51 to 3-31-52; 10 percent normal labor 
turnover (ladles’ and children's sportswear). 
Holiday Wear Incorporated. Ridgcland. S. C., 
effective 3-12-51 to 9-11-51; 105 learners for 
expansion purposes (children's sportswear). 

Kabro of Houston, 520 Preston, Houston, 
Tex., effective 3-9-51 to 3-8-52; for normal 
labor turnover, 10 learners, except for work 
on ladles’ suits, cloaks and separate skirts 
(ladles’ dresses and blouses). 

Kahn Manufacturing Co., Inc., Royal and 
St. Louis Streets. Mobile, Ala., effective 4-1-51 
to 3-31-52; 10 percent normal labor turn¬ 
over (men’s and boys’ trousers). 

Kenney Dress Co., 802 Main Street. Dick¬ 
son City, Pa., effective 3-8-51 to 3-7-52; 
8 learners normal labor turnover (children’s 
dresses). 

W. Kotkes & Son, Inc., Lynchburg, Va., 
effective 3-9-51 to 3-8-52; 10 percent normal 
labor turnover (nurses and maid’s uni¬ 
forms). 

Lakeland Manufacturing Co., Sheboygan, 
Wis., effective 4-1-51 to 3-31-52; 10 percent 
normal labor turnover (snow suits; cotton 
Jackets; wool and leather Jackets). 
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Lechmere Sportswear Manufacturing Co., 
169 Bridge Street. Cambridge. Mass., effective 
3-8-51 to 3-7-52; 10 learners normal labor 
turnover (ski wear arid ladies’ sportswear). 

Leslie Fashions, Inc., 132 Maffett Street, 
Plains. Pa., effective 3-8-51 to 3-7-52; for 
normal labor turnover, 10 percent or 10 learn¬ 
ers, whichever is greater (ladies' rayon and 
cotton dresses). 

Linsk of Philadelphia, Clayton, N. J., effec¬ 
tive 3-13-51 to 3-12-52; 10 percent normal 
labor turnover (Junior-miss dresses). 

Linsk of Philadelphia, McKee City, N. J., 
effective 3-13-51 to 3-12-52; 10 percent nor¬ 
mal labor turnover (junior-miss dresses). 

Linsk of Philadelphia. Penns Grove. N. J., 
effective 3-13-51 to 3-12-52; 10 percent nor¬ 
mal labor turnover (Junior-miss dresses). 

Linsk of Philadelphia. WestvUle, N. J.. ef¬ 
fective 3-13-51 to 3-12-52; 10 percent normal 
labor turnover (junior-miss dresses). 

Linsk of Philadelphia, Woodbury, N. J., 
effective 3-13-51 to 3-12-52; 10 percent nor¬ 
mal labor turnover (Junior-miss dresses). 

Main Manufacturing Co., Inc., 1421 Wal¬ 
lace St.. Philadelphia, Pa., effective 3-7-51 
to 3-6-52; for normal labor turnover, 10 
percent or 10 learners, whichever is greater 
(children’s cotton dresses). 

Maryland Pants Contractors, 322 West Bal¬ 
timore Street. Baltimore, Md., effective 3-8- 
51 to 3-7-52; five learners normal labor 
turnover (men’s pants). 

McNeer Dillon Co., Statesville, N. C.. ef¬ 
fective 3-8-51 to 3-7-52; 10 percent normal 
labor turnover (shirts). 

McNeer Dillon Co., Statesville, N. C.. ef¬ 
fective 3-8-51 to 9-7-51; 10 additional learn¬ 
ers for expansion purposes (shirts). 

Myco Manufacturing Co., Inc., Wilburton, 
Pa., effective 3-12-51 to 3-11-52; 10 learners 
normal labor turnover (ladles’ housecoats). 

Olan Dress Corp., 808 Chestnut Street, 
Kulpmont, Pa., effective 3-7-51 to 3-6-52; 10 
learners normal labor turnover (ladles* 
dresses). 

J. Olsher & Co., 445 North Ninth Street,. 
Clinton, Ind., effective 3-15-51 to 3-14-52; 
10 learners normal labor turnover (boys’ sin¬ 
gle pants and shirts). 

The Par-Ex Shirt Co., 20 Wooster Street, 
New Haven, Conn., effective 3-7-51 to 3-6- 
52; 10 percent or 10 learners, whichever is 
greater, for normal labor turnover (men’s 
shirts). 

Peerless Shirt & Overall Manufacturing 
Co., 253 South Main Street, Wilkes-Barre, 
Pa., effective 3-9-51 to 9-8-51; 10 additional 
learners for expansion purposes only (dun¬ 
garees, pants, longles). 

Philcraft Sportswear Co., 1024 Filbert 
Street, Philadelphia, Pa., effective 3-14-51 
to 3-13-52; five learners normal labor turn¬ 
over (ladles’ sportswear). 

Quaker City Uniform Co., Inc., 418 Cherry 
Street, Philadelphia, Pa., effective 3-8-51 to 
3-7-52; 10 learners normal labor turnover 
(men’s trousers, uniforms). 

Rose Marie. Inc., Hillsboro, Tex., effective 
3-13-51 to 3-12-52; five learners normal labor 
turnover (women’s sportswear). 

Jules Segal & Co., 350 North Sixteenth 
Street, Philadelphia, Pa., effective 3-8-51 to 
3-7-52; 10 percent normal labor turnover 
(field Jackets). 

Shamokin Manufacturing Co., Inc., 100 
North Rock Street, Shamokin, Pa., effective 
3-8-51 to 3-7-52; 10 percent normal labor 
turnover (women’s cotton and rayon dresses 
and blouses). 

Sheila Coats, Inc., 221-223 East Fourth 
Street, St. Paul, Minn., effective 1 3-9-51 to 
3-8-52; five learners normal labor turnover 
(men’s sport Jackets; children’s stormcoats). 

Southern Manufacturing Co., Plant No. 1, 
333 Fifth Avenue North, Nashville, Tenn., 
effective 3-8-51 to 3-7-52; 10 percent normal 
labor turnover (men's and boys’ work shirts). 

I. Spiewak & Sons, Inc., 346 Bergen Avenue, 
Jersey City, N. J., effective 3-14-51 to 3-13- 
62; for normal labor turnover, 10 percent or 


10 learners, whichever is greater (men’s and 
boys’ outerwear Jackets). 

Sylvania Sportswear Co., 1766 Main Street 
(Rear), Northampton, Pa., effective 4-1-51 to 

3- 31-52; for normal labor turnover, 10 per¬ 
cent or 10 learners, whichever is greater 
(men’s and boys’ sport shirts). 

I. Taitel & Son, 12 South Prettyman Street, 
Knox. Ind., effective 3-12-51 to 3-11-52; 10 
percent normal labor turnover (men’s work 
pants). 

Tatamy Shirt Mill, Tatamy, Pa., effective 

8- 9-51 to 3-8-52, for normal labor turnover, 
10 percent or 10 learners, whichever is greater 
(ladies' blouses). 

Terre Co., Terre Hill. Pa., effective 3-7-51 
to 3-6-52; 10 learners normal labor turnover 
(boys' sport shirts). 

Tex Manufacturing Co.. Inc., 222 West Over¬ 
land Street, El Paso, Tex., effective 3-12-51 
to 3-11-52; five learners normal labor turn¬ 
over (men’s and boys’ denim and khaki work 
pants). 

United Pants Co., Inc., Plymouth Branch, 
222-228 Beade Street, Plymouth, Pa., effective 

4- 1-51 to 3-31-52; 10 percent normal labor 
turnover (pants). 

United Pants Co., Inc., Shoemaker Street. 
Swoyerville, Pa., effective 4-1-51 to 3-31-52; 
10 percent normal labor turnover (pants and 
Jackets). 

The Warner Bros. Co., Malone, N. Y., effec¬ 
tive 3-8-51 to 3-7-52; 10 percent normal 
labor turnover (corsets and brassieres). 

The Warner Bros. Co., Malone, N. Y., effec¬ 
tive 3-8-51 to 9-7-51; 29 additional learners 
for expansion purposes only (corsets and 
brassieres). 

Wayne Garment Co., Main and Center 
Streets, Forest City, Pa., effective 3-9-51 to 

9- 8-51; 10 learners for expansion purposes 
(children’s snow suits and jackets). 

E. Welnshel & Bro. Co., 1319 North Third 
Street. Milwaukee. Wis., effective 3-12-51 to 
3-11-52; 7 percent normal labor turnover 
(men’s and boys’ dress trousers and Jackets). 

Whitehaven Dress Co., Inc., Main Street, 
White Haven, Pa., effective 3-15-51 to 3-14-52; 
10 learners normal labor turnover (ladles' 
better dresses). 

York Maid Dress Co., 131 North George 
Street, York, Pa., effective 4-1-51 to 3-31-52; 
10 percent normal labor turnover (children’s 
cotton and rayon dresses). 

G love Industry Learner Regulations 
(29 CFR 522.220 to 522.231, as amended 
October 26, 1950; 15 F. R. 6888). 

The Boss Manufacturing Co., 811 West 
Fourth Street. Grand Island, Nebr., effective 
3-10-51 to 9-9-51; 10 learners for expansion 
purposes. 

Marso Sc Rodenborn Manufacturing Co., 
700 First Avenue, North. Fort Dodge, Iowa, 
effective 3-6-51 to 7-7-61; five learners for 
normal labor turnover (supplemental cer¬ 
tificate). 

Morris Manufacturing Co., Dyersburg, 
Tenn., effective 3-6-51 to 9-5-51; 40 learners 
for expansion purposes only. 

H osier y Industry Learner Regulations 
(29 CFR 522.40 to 522.51, as revised Jan¬ 
uary 25, 1950; 15 F. R. 283). 

Bear Brand Hosiery Co., Fayetteville, Ark., 
effective 3-7-51 to 11-6-51; 55 additional 
learners for expansion purposes. 

Bear Brand Hosiery Co., Slloam Springs, 
Ark., effective 3-7-61 to 11-6-51; 55 additional 
learners for expansion purposes. 

Blackstone Hosiery Mills, Inc., ThomasviUe, 
N. C., effective 3-7-51 to 3-6-52; 5 percent 
normal labor turnover. 

James Hosiery Mills, Inc., Greenville, Tenn., 
effective 3-7-51 to 11-6-51; 16 additional 
learners for expansion purposes. 

Piedmont Knitting Co., Inc., Gordonsville, 
Va., effective 3-9-51 to 11-8-51; 10 additional 
learners for expansion purposes. 


Union Manufacturing Co., Union Point, 
Ga., effective 3-21-51 to 3-20-52; 5 percent 
normal labor turnover. 

Knitted Wear Industry Learner Regu¬ 
lations (29 CFR 522.69 to 522.79, as 
amended January 25,1950; 15 F. R. 398). 

J. Freezer Sc Son, Inc., Redford, Va.. effec¬ 
tive 3-12-51 to 9-11-51; 50 learners for ex¬ 
pansion purposes, to be employed on men’s 
shorts only. 

Puerto Rico. The following special 
learner certificates were issued in Puerto 
Rico to the companies hereinafter 
named. The effective and expiring dates, 
the number of learners, the learner occu¬ 
pations, the length of the learning period 
and the learner wage rates are indicated, 
respectively. 

Puerto Rico Fabrics, Inc., Naguabo. P. R.. 
effective 2-26-51 to 11-23-51. Total of 25 
learners—12 knitters, 6 loopers, and 3 ma¬ 
chine fixers; wage rates for each occupation: 
First 174 hours at 25 cents an hour, second 
174 hours at 30 cents an hour, and third 174 
hours at 35 cents an hour; 4 examiners, 
menders, and transferers, wage rates first 
80 hours at 25 cents an hour, second 80 hours 
at 30 cents an hour, and third 80 hours at 
35 cents an hour (infants* hosiery). 

Manati Pearl Works, Inc.. Manatl, P. R., 
effective 3-2-51 to 9-1-51. Total of 25 learn¬ 
ers in occupation of cutting; 640 hours; 75 
percent of the minimum hourly rate appli¬ 
cable by Wage Order of the Administrator 
(pearl buttons). 

Shoe Industry Learner Regulations 
(29 CFR 522.250 to 522.260; 15 F. R. 
6546). 

Maine Shoes. Spring Street Extended, Au¬ 
burn, Maine, effective 3-5-51 to 12-31-51; 10 
percent normal labor turnover. 

Regulations Applicable to the Employ¬ 
ment of Learners (29 CFR 522.1 to 
522.14). 

Art Neckwear Co.. Sixth and Columbia 
Avenue, Philadelphia, Pa., effective 3-8-51 to 
3-7-52; five learners normal labor turnover 
(neckwear, mufflers, etc.). 

Clifton Manufacturing Co., Waco, Tex., 
effective 3-12-51 to 9-11-51; five learners 
normal labor turnover (automobile seat 
covers). 

Fit Rite Sports Headwear, 313 North Cap¬ 
itol. Indianapolis, Ind., effective 3-8-51 to 3- 
7-52; five learners normal labor turnover; 
machine operators (except cutting), 240 
hours; 65 cents per hour (men's and boys' 
dress caps and cloth hats). 

Flower Products Co., Inc., Chicago, Ill., ef¬ 
fective 3-13-51 to 9-12-51; five learners nor¬ 
mal labor turnover; flower maker, including 
only the operations of slipplng-up. heading, 
tying, pasting, rosemaking, branching and 
stemming; 160 hours; 60 cents per hour 
(artificial flowers, leaves, etc.). 

Greenwood Embroidery Sc Trimming Co., 
Inc., Greenwood, 8. C., effective 3-12-51 to 
3-11-52; five learners normal labor turnover; 
machine operators (except cutters), 320 
hours; 60 cents per hour (embroidery and 
trimming for dresses, etc.). 

M & G Clothes, Inc., Northeast comer 
Twenty-second and Market Streets, Phila¬ 
delphia, Pa., effective 3-8-51 to 3-7-52; 7 
percent normal labor turnover; machine 
operating (except cutting), pressers, and 
handsewers; each 480 hours: at least 60 
cents per hour for first 240 hours and not 
less than 65 cents per hour for remaining 
240 hours (men’s and boys’ clothing). 

Pacific Embroidery Co., 2472-74 Frankford 
Avenue. Philadelphia, Pa., effective 8-8-51 
to 3-7-52; two learners normal labor turn¬ 
over; machine operators (except cutting), 
320 hours; 60 cents per hour (embroideries). 
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Paperlynen Co.. Columbus. Ohio, effective 
3-10-51 to 9-9-51; five learners normal labor 
turnover: folding, 160 hours; 60 cents per 
hour (paper hats). 

Reed Coat Front Pad Corp., 1421 Wallace 
St.. Philadelphia. Pa., effective 3-8-51 to 
3-7-52; two learners normal labor turnover; 
machine operating (except cutting), 480 
hours: at least 60 cents per hour for first 
240 hours and not less than 65 cents per 
hour for remaining 240 hours (canvas coat 
fronts). 

Wolverine Hat & Cap Mfg. Co.. Inc.. Re¬ 
form. Ala., effective 3-9-51 to 3-8-52; 10 
percent normal labor turnover: machine op¬ 
erators (except cutters), pressers, and hand- 
sewers, each 240 hours; 65 cents per hour 
(caps). 

Each certificate has been issued upon 
the employer’s representation that em¬ 
ployment of learners at subminimum 
rates is necessary in order to prevent 
curtailment of opportunities for em¬ 
ployment, and that experienced workers 
for the learner occupations are not 
available. The certificates may be can¬ 
celed in the manner provided in the 
regulations and as indicated in the cer¬ 
tificates. Any person aggrieved by the 
issuance of any of these certificates may 
seek a review or reconsideration thereof 
within fifteen days after publication of 
this notice in the Federal Register pur¬ 
suant to the provisions of Part 522, 

Signed at Washington, D. C., this 14th 
day of March 1951. 

Isabel Ferguson, 
Authorized representative 
of the Administrator. 

[F. R. Doc. 51-3567; Filed, Mar. 21. 1951; 

8:45 a. m.) 


DEPARTMENT OF AGRICULTURE 

Production and Marketing Adminis¬ 
tration and Commodity Credit Cor¬ 
poration 

Warehouse-Storage Loans Made Under 
1950 Price Support Programs 

NOTICE OF FINAL DATE OF REDEMPTION OF 
GRAINS AND RELATED COMMODITIES 

Unless earlier demand is made by CCC, 
warehouse-storage loans under 1950 
Price Support Programs on the agricul¬ 
tural commodities designated in the 
table below mature and are due and pay¬ 
able on the dates indicated. Unless such 
loans are repaid on or before the final 
date for repayment specified below, or 
the producer notifies in writing either 
the PMA county committee or the PMA 
commodity office serving the area that 
the funds have been placed in the mail, 
CCC will purchase the commodities pur¬ 
suant to the provisions of the note and 
loan agreement at the higher of (1) the 
loan value plus interest and charges or 
(2) the market value as determined by 
the appropriate PMA commodity office 
as of the close of the market on the final 
date for repayment. In the event such 
market value is in excess of the loan 
value plus interest and charges, the ex¬ 
cess amount will be paid to the producer 
by the appropriate PMA commodity of¬ 
fice. The locations of the PMA com¬ 
modity offices and the area served by 
each of such offices are set out in § 601.21 


NOTICES 


of the 1950 CCC Grain Price Support 
Bulletin 1 (15 F. R. 3147). 



Maturity 

date 

Final date 
for repay¬ 
ment 

Grain sorghums. 

Mar. 31,1951 

Mar. 31.1951 
Do. 

Kobe lespedexu seed_ 

.do. 

Wheat. 

Apr. 30,1951 
.do. 

Apr. 30,1951 
Do. 

Oats. 

Barley___ 

.do. 

Do. 

Rye. 

.do. 

Do. • 

I faxseed (except in 
Texas, California, and 
Arirona). 

Dry edible beans.. 

Rice.... 

_ do_ 

Do. 

.do... 

_do_.... 

Do. 

I)o. 

Hay, pasture, and range 
crass seed (except buf¬ 
falo grass). 

Foy beans_.... 

.do. 

Do. 

May 31,1951 
July 31,1951 
Sept. 30,1951 

May 31,1951 
July 31,1951 

Corn. 

Buffalo grass seed_ 

Oct. 1,1951 



(Sec. 4. 62 Stat. 1070, as amended; 15 U. S. C. 
Sup., 714b. Interpret or apply sec. 5. 62 
Stat. 1072, secs. 101, 301, 401, 63 Stat. 1051; 
15 U. S. C. Sup., 714c, 7 U. S. C. Sup. 1441, 
1447, 1421.) 

Done at Washington, D. C., this 19th 
day of March*1951. 

[seal! Elmer F. Kruse, 

Vice President, 

Commodity Credit Corporation. 
Approved: 

Elmer F. Kruse, 

Acting President, 

Commodity Credit Corporation . 

[F. R. Doc. 51-3617; Filed, Mar. 21, 1951; 
8:57 a. m.J 


CIVIL AERONAUTICS BOARD 

(Public Notice PN-1, Arndt. 1] 
Amendments to Organization Structure 

The Civil Aeronautics Board hereby 
amends Public Notice PN-1, dated July 
1, 1950, in order to conform with the 
current organization structure, as fol¬ 
lows: 

1. Section 2.1 (b) is amended to read 
as follows: 

(b) The Chairman of the Board is 
responsible for the executive and admin¬ 
istrative functions of the Board, includ¬ 
ing functions with respect to the 
appointment and supervision of person¬ 
nel employed under the Board; the dis¬ 
tribution of business among such persons 
and among administrative units of the 
Board: and the use and expenditure of 
funds. The Executive Director, acting 
on behalf of the Chairman, directs the 
development of operational plans, sched¬ 
ules the flow of work, and coordinates 
the activities of the several bureaus and 
offices in order to achieve an effective 
and economical organization. 

2. Section 4 is repealed in its entirety 
and superseded by the following; 

BUREAU OF AIR OPERATIONS 

Sec. 4.1 Director. The Director of the 
Bureau of Air Operations is directly re¬ 
sponsible to the Board for interpretation 
of economic data and advice involving 
policy, and to the Chairman for advice 
regarding procedure to be followed in the 
economic regulation of domestic, over¬ 
seas, and international air transporta¬ 


tion. In the Bureau of Air Operations 
there are the following organizational 
units: 

(a) Accounting and Statistics Divi¬ 
sion. 

(b> Foreign Air Division. 

(c) Carrier Relationships Division. 

(d) Rates Division. 

(e) Routes Division. 

(f) Alaska Office. 

Sec. 4.2 Accounting and Statistics 
Division. The Accounting and Statis¬ 
tics Division initiates and administers 
an operational, financial, and account¬ 
ing reporting program. This includes 
the receipt and analysis of periodic re¬ 
ports of financial and operating statis¬ 
tics and the preparation of regular and 
special reports based upon such data; 
the administration of. and recommenda¬ 
tion of changes in, the uniform system 
of accounts and the uniform system of 
periodic reports of financial and oper¬ 
ating statistics; the issuance of letters 
of interpretation of such systems; and 
the auditing of accounts of certificated 
air carriers. The Accounting and 
Statistics Division also prepares analy¬ 
sis of economic problems in air trans¬ 
portation currently requiring Board 
action; prepares exhibits for use in for¬ 
mal proceedings before the Board and 
provides expert testimony concerning 
such exhibits; analyzes exhibits pre¬ 
pared by parties to formal proceedings; 
and prepares, as directed, comprehen¬ 
sive surveys and studies relating to the 
development and regulation of air 
transportation. 

Sec. 4.3 Foreign Air Division. The 
Foreign Air Division advises the Direc¬ 
tor, Bureau of Air Operations, on the 
formulation of positions to be taken by 
the United States on international civil 
aviation matters involving economic 
foreign policy; serves as liaison between 
the Board and the Department of 
State; provides representation, when so 
designated, in connection with inter¬ 
national conferences and bilateral or 
multilateral relations with foreign 
countries. In the discharge of these 
duties the Foreign Air Division analyzes 
economic data bearing on the problems 
to be dealt with. 

Sec. 4.4 Carrier Relationships Divi¬ 
sion. The Carrier Relationships Divi¬ 
sion is concerned with economic and 
legal aspects of air transportation re¬ 
garding the consolidation, merger, 
acquisition of control, interlocking 
directorates, and contracts between car¬ 
riers and other persons affecting air 
transportation. The Carrier Relation¬ 
ships Division prepares for considera¬ 
tion of, and adoption by, the Board 
statements of policy and of program 
objectives and makes recommendations 
or. where authority has been delegated, 
takes action to dispose of cases pend¬ 
ing before the Board. 

Sec. 4.5 Rates Division. The Rates 
Division is responsible for all economic 
and legal aspects of matters relating to 
regulation of mail rates and subsidy pay¬ 
ments pursuant to section 406 of the 
Act, regulation of commercial rates pur¬ 
suant to sections 403, 404, and 1002 of 
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the act and the commercial rate aspects 
of IATA resolutions. With respect to 
these matters, the Rates Division pre¬ 
pares for consideration of. and adoption 
by the Board statements of policy and of 
program objectives and recommends or 
takes action where authority has been 
delegated with respect to specific cases 
pending before the Board. 

Sec. 4.6 Routes Division. The Routes 
Division is responsible for all economic 
and legal aspects relating to the author¬ 
ization of routes and other services re¬ 
quired to meet the objectives of the 
Act. whether by certificate of public con¬ 
venience and necessity, foreign air car¬ 
rier permit or exemption order, and the 
route patterns and carriers to provide 
such services. The Routes Division de- 
velopes for consideration by the Board 
statements of policy and program ob¬ 
jectives. and recommends or takes ac¬ 
tion, where authority has been dele¬ 
gated, with respect to the specific cases 
concerned with routes and related serv¬ 
ices pending before the Board. 

Sec. 4.7 Alaska Office. The Director 
of the Alaska Office, under the general 
supervision of the Director, Bureau of 
Air Operations, is responsible for the 
receipt and investigation of all matters 
pertaining to the regulation of air trans¬ 
portation in Alaska; the conduct of 
proceedings incident thereto; the prepa¬ 
ration of recommendations and reports 
to the Board respecting the regulation of 
Alaskan Air Carriers and enforcement 
thereof; the audit and inspection of 
records, memoranda, accounts and 
property of Alaskan Air Carriers; and 
otherwise serving as the Board's repre¬ 
sentative in Alaska. 

3. Section 10.2 is amended to read as 
follows: 

Sec. 10.2 Accounting and Statistics 
Division. An office of the Accounting 
and Statistics Division of the Bureau of 
Air Operations is maintained at 2 Park 
Avenue, New York, New York. 

Effective: February 19, 1951. 

By the Civil Aeronautics Board. 

I seal] M. C. Mulligan, 

Secretary. 

IF. R. Doc. 51-3599; Filed, Mar. 21, 1951; 

8:53 a. m.J 


FEDERAL COMMUNICATIONS 
COMMISSION 

[Docket No. 93221 

Tropical Radio Telegraph Co. and 
Western Union Telegraph Co. 

ORDER SCHEDULING CONSOLIDATED HEARING 

In the matter of Tropical Radio Tele¬ 
graph Company, complainant, vs. The 
Western Union Telegraph Company, de¬ 
fendant, Docket No. 9822. 

At a session of the Federal Communi¬ 
cations Commission, held at its offices in 
Washington, D. C., on the 14th day of 
March 1951; 

The Commission having under consid¬ 
eration a complaint filed on October 20, 
1050, by Tropical Radio Telegraph Com¬ 
pany against The Western Union Tele¬ 


graph Company as defendant, alleging 
that said defendant, since January 1, 
1946, has applied and continues to apply 
to marine telegraph traffic interchanged 
with complainant a schedule of “Land¬ 
line Charges on Marine Traffic” (“Sched¬ 
ule”) which is unreasonably and 
unjustly discriminatory against com¬ 
plainant and in favor of other marine 
telegraph carriers in violation of the pro¬ 
visions of section 222 (e) of the Com¬ 
munications Act of 1934, as amended, 
and of Appendix 2, section, 7 of the 
“Formula, Pursuant to Section 222 (e) 
(1) of the Communications Act, for the 
Distribution of Outbound International 
Traffic Handled by The Western Union 
Telegraph Company following Merger 
with Postal Telegraph, Inc.” (“For¬ 
mula”) ; that complainant has sustained 
“serious financial damages” as a result 
of the application of the above “Sched¬ 
ule” to such traffic; and requesting that 
the Commission (a) order The Western 
Union Telegraph Company to cease and 
desist from the collection of the landline 
or pickup charges for marine traffic 
(ship-shore and shore-ship) which The 
Western Union Telegraph Company now 
demands, (b) prescribe under the pro¬ 
visions of the “Formula” (section 7 of 
Appendix 2) a formula for the division 
of landline and pickup charges for ma¬ 
rine telegraph traffic which will be just, 
reasonable, equitable and in the public 
interest, and (c) order The Western 
Union Telegraph Company to make res¬ 
titution to Tropical Radio Telegraph 
Company for the latter’s loss caused 
since January 1. 1946, by the “discrimi¬ 
natory and anomalous division of land¬ 
line and pickup charges” complained of; 
and also having under consideration the 
answer to the above complaint filed on 
November 30. 1950, by the defendant 
herein in which it alleges on information 
and belief that the Commission has un¬ 
der consideration a general investigation 
into the current revenue requirements of 
the various.marine radiotelegraph car¬ 
riers, and submits that the question of 
the division of the charges between The 
Western Union Telegraph Company and 
the marine carriers may more appropri¬ 
ately be considered in connection with 
such investigation; and requests that the 
complaint of Tropical Radio Telegraph 
Company be dismissed; and having also 
under consideration the opposition to 
defendant's answer filed by the com¬ 
plainant on December 11,1950, in which 
complainant states that it does not object 
if the Commission should see fit to in¬ 
clude a determination of a just and rea¬ 
sonable formula for the future division 
of landline and pickup charges for ma¬ 
rine telegraph traffic as one of the issues 
of a general investigation into marine 
radiotelegraph communications, but that 
it does object to having the other re¬ 
quests set forth in the complaint con¬ 
sidered in such general investigation; 

The Commission also having under 
consideration its order dated 1951, In 
the Matter of Charges, Practices, Classi¬ 
fications and Regulations for and in con¬ 
nection with Marine Radiotelegraph 
Services, Docket No. 9915; 

It appearing, that from an examina¬ 
tion of the above complaint, answer and 
opposition, issues are present which 
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should be determined upon the basis of 
a public hearing; 

It further appearing, that the deter¬ 
mination of just and reasonable divisions 
of charges for marine telegraph traffic 
handled jointly by The Western Union 
Telegraph Company and the various 
marine radiotelegraph carriers, includ¬ 
ing the complainant herein, is one of the 
issues included in the general investiga¬ 
tion into marine telegraph services and 
rates which the Commission has insti¬ 
tuted by its above order in Docket No. 
9915, and that much of the evidence to 
be adduced therein with respect to such 
issue will be relevant and matetfal to a 
determination of the issues involved 
herein; 

It is ordered, That pursuant to the pro¬ 
visions of sections 208 and 222 of the 
Communications Act of 1934, as 
amended, a public hearing on the issues 
presented by the pleadings herein be 
held at the offices of the Commission in 
Washington, D. C. on the llth day of 
June 1951; 

It is further ordered, That the hearing 
herein shall be consolidated with the 
hearing In the Matter of Charges, 
Practices, Classifications and Regula¬ 
tions for and in connection with Marine 
Radiotelegraph Services. Docket No. 
9915. 

It is further ordered, That Leo Res¬ 
nick is assigned to preside at such hear¬ 
ings; and that the presiding officer shall 
certify the record to the Commission 
for decision without preparing either a 
recommended or initial decision herein. 

It is further ordered, That copies of 
this order shall be served upon the com¬ 
plainant and the defendant herein. 

Federal Communications 
Commission, 

[seal] T. J. Si OWIE, 

Secretary. 

[F. R. Doc. 51-3607; Filed, Mar. 21, 1951; 
8:55 a. m.J 


I Docket No. 9915] 

Charges For and In Connection With 
Marine Telegraph Services 

ORDER INSTITUTING INVESTIGATION AND 
SCHEDULING HEARING 

At a session of the Federal Communi¬ 
cations Commission held at its offices in 
Washington, D. C., on the 14th day of 
March 1951; 

The Commission, having under con¬ 
sideration : 

(a) Informal requests from Globe 
Wireless Ltd., (filed on July 17, 1948, 
and October 26, 1949), Mackay Radio 
and Telegraph Company, Inc., (filed on 
July 17. 1948, and October 7, 1949). 
Radiomarine Corporation of America 
(filed on August 11, 1950), and Trop¬ 
ical Radio Telegraph Company (filed 
on July 20. 1948, and October 10, 1949), 
that the Commission, on its own motion, 
enter into an investigation with respect 
to the earnings and rates of all carriers 
operating in the public marine radio¬ 
telegraph service which are under its 
jurisdiction; 
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(b) Earnings reports pertaining to 
marine radiotelegraph traffic handled by 
the above-named carriers; 

<c) The tariffs filed by the various 
marine radiotelegraph carriers subject 
to the Commission's jurisdiction and 
The Western Union Telegraph Company 
(Western Union), which contain rates, 
regulations and other provisions with 
respect to marine telegraph service; 

(d) The contracts and arrangements 
between Western Union and the opera¬ 
tors of marine coast stations engaged in 
providing marine radiotelegraph serv¬ 
ice with respect to the divisions of tolls 
for the domestic handling of marine 
telegraph traffic; 

(e) Appendix 2 to the “Formula, pur¬ 
suant to section 222 (e) (1) of the Com¬ 
munications Act, for the Distribution of 
Outbound International Traffic handled 
by The Western Union Telegraph Com¬ 
pany following Merger with Postal 
Telegraph, Inc.” (Formula); 

(f) The contracts between the marine 
carriers named in subparagraph (a) 
above and various ship operators provid¬ 
ing for the maintenance and operation of 
radiotelegraph stations aboard ship as 
well as for the division of the ship station 
message tolls; 

It appearing, that the net earnings of 
such marine carriers attributable to ma¬ 
rine radiotelegraph service have de¬ 
clined, and that various carriers may be 
operating such service at a loss; 

It further appearing, that a question 
Is presented as to whether the aforemen¬ 
tioned contracts and arrangements be¬ 
tween Western Union and the various 
marine carriers comply with the provi¬ 
sions of Appendix 2 to the aforemen¬ 
tioned Formula requiring Western Union 
to furnish “uniform and nondiscrimina- 
tory” services to marine carriers; 

It is ordered, That pursuant to sections 
201, 202, 205, 222, and 403 of the Com¬ 
munications Act of 1934, as amended, an 
investigation is instituted on the Com¬ 
mission’s own motion into the earnings 
and the rates and charges, division of 
charges, and the related practices, classi¬ 
fications, regulations, and services of all 
carriers subject to the jurisdiction of this 
Commission, for and in connection with 
public marine telegraph service between 
points in the United States (including 
its territories and possessions) and mo¬ 
bile stations on ships at sea or in the air, 
and between such mobile stations 
through coast stations located in the 
United States (including its territories 
and possessions), except the level of 
charges for the service rendered by mo¬ 
bile stations; 

It is further ordered, That the follow¬ 
ing marine carriers are made parties 
respondent in this proceeding: Globe 
Wireless Ltd.; Mackay Radio and Tele¬ 
graph Company, Inc.; Radiomarine Cor¬ 
poration of America; RCA Communica¬ 
tions, Inc.; Tropical Radio Telegraph 
Company; M. D. Strickland, and E. W. 
Stephens, d/b/a Caribbean Radio; Cen¬ 
tral Radio Telegraph Company; City of 
Baltimore, Maryland; Clara Lee Wood, 
d/b/a Gulf Radio Service; J. L./ 
Dezauche, Jr., and R. A. Gartman, d/b/a 
Mobile Marine Radio; E. M. Tellefson, 
d/b/a Mackinac Radio Service; Olympic 
Radio Company; Clair C. Fetterly, d/b/a 


Seattle Harbor Radio; and South Porto 
Rico Sugar Company; that Western 
Union is also made a party respondent in 
the proceeding; and that a copy of this 
order shall be served upon each of the 
above-named carriers; 

It is further ordered, That, without 
limiting the scope of the investigation 
herein, it shall include inquiry into the 
following matters; 

(a) The lawfulness under sections 201 
and 202 of the Communications Act of 
1934, as amended, of the charges of the 
respondent marine carriers for and in 
connection with all classes of public ma¬ 
rine telegraph service; 

(b) The areas served by each of the 
coast stations of the respondent marine 
carriers; 

(c) The volume of marine radiotele¬ 
graph traffic originated and terminated 
at each of the coast stations operated 
by each of the respondent marine car¬ 
riers and the volume of such traffic 
exchanged with Western Union; the reve¬ 
nues derived therefrom; the relationship 
between such traffic volumes and the 
costs of handling thereof; and whether, 
and to what extent, each of the coast 
stations operated by each of respondent 
marine carriers can profitably handle 
any additional traffic; 

(d) The gross and net earnings of 
each of the respondent marine carriers 
from marine radiotelegraph service 
furnished by such carriers through their 
respective coast stations, including the 
current level of these earnings, the 
trends thereof (past, present and an¬ 
ticipated in the future), and the factors 
presently affecting such earnings; 

(e) The operating expenses which 
each of the respondent marine carriers 
claim should be deducted from gross 
operating revenues in order to arrive at 
net operating income to be considered 
in a determination of charges to the 
users for the marine radiotelegraph 
services furnished by said carriers, the 
trends of such expenses, and the rea¬ 
sonableness of such expenses; 

(f) The amount of the gross and net 
book cost of plant and equipment, and 
the working capital requirement, of each 
of the respondent marine carriers prop¬ 
erly applicable to the rendition of ma¬ 
rine radiotelegraph service; 

(g) The amount of return which Is 
fair and reasonable for each of the re¬ 
spondent marine carriers; whether it is 
necessary, or appropriate, under the 
Communications Act that charges for 
marine radiotelegraph services should 
be determined or prescribed on the basis 
of revenue requirements of the marine 
carrier or carriers having the highest 
level of net earnings from such services, 
or on some other basis, and if so, on 
what basis; 

(h) The extent to which, if any. the 
revenues accruing to the respondent ma¬ 
rine carriers from services performed in 
the maintenance and operation of ship 
stations and from ship station tolls 
should be included in the communica¬ 
tion revenues of such respondents and 
the effect thereof on the earnings of 
such carriers; 

(i) The extent to which, if any, the 
expenses attributable to the maintenance 
and operation of ship stations should be 


Included in the allowable operating reve¬ 
nue deductions for or in connection with 
marine communications services of the 
respondent marine carriers and the effect 
thereof on the earnings of such carriers; 

(j) Whether the Commission should 
authorize or prescribe any changes in the 
charges applicable to the coast station 
handling of marine radiotelegraph traf¬ 
fic; and if so, the nature of such changes; 

(k) The lawfulness under sections 201, 
202 and 222 (e) (1) of the Communica¬ 
tions Act and under the aforementioned 
Appendix 2 to the Formula, of the 
charges for the landline handling of 
marine telegraph traffic; 

(l) The volume of marine telegraph 
traffic handled by Western Union be¬ 
tween each coast station and points in 
the United States, the revenues result¬ 
ing therefrom and the need, if any, to 
change the charges applicable thereto; 

(m) The lawfulness under sections 
201, 202 and 222 (e) (1) of the Com¬ 
munications Act and under the afore¬ 
mentioned Appendix 2 of the Formula 
of the present arrangements for the di¬ 
vision of tolls under which marine tele¬ 
graph traffic is exchanged between 
Western Union and the other respondent 
carriers; 

(n) Whether the Commission should 
authorize or prescribe any changes in 
the division agreements between Western 
Union and the respondent marine car¬ 
riers, and if so, the nature of such 
changes, and the effect thereof upon the 
respective revenues of Western Union 
and such marine carriers; 

(o) Whether the Commission should 
authorize or prescribe any changes in the 
composition of the zones or in the rates 
applicable to the landline handling of 
marine telegraph traffic within the 
United States, and if so, the nature of 
such changes and the effects thereof 
on the volume of traffic and on the reve¬ 
nues of the marine carriers and West¬ 
ern Union; 

It is further ordered. That hearings 
shall be held in this proceeding in the 
offices of the Commission at Washing¬ 
ton, D. C., to begin at 10:00 o’clock on 
the 11th day of June 1951, that Leo Res¬ 
nick is assigned to preside at such hear¬ 
ings; and that the Presiding Officer shall 
certify the record to the Commission 
for decision without preparing either a 
recommended or initial decision herein. 

Federal Communications 
Commission, 

Lseal] T. J. Slowie, 

Secretary. 

[F. R. Doc. 61-3608; Filed, Mar. 21. 1951; 
8:56 a. m.j 


[Docket No. 9917] 

Mendocino Coast Broadcasters and 
Station KDAC 

order designating application for 
hearing on stated issues 

In re application of Tony R. Amar- 
ante, John A. Brush, Edward Mertle 
and Mathew Thompson, d/b as Mendo¬ 
cino Coast Broadcasters, permittee of 
Station KDAC, Fort Bragg, California, 
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File No. BL-3190, Docket No. 9917; for 
license to cover construction permit. 

At a session of the Federal Commu¬ 
nications Commission, held at its offices 
in Washington, D. C., on the 14th day 
of March 1951: 

The Commission having under con¬ 
sideration the above-entitled applica¬ 
tion for license to cover construction 
permit for Station KDAC, Fort Bragg, 
California; and 

It appearing, that upon the basis of 
the above application and other infor¬ 
mation presently before the Commis¬ 
sion that the Commission is not satisfied 
that it is in possession of full informa¬ 
tion as is required by the Communica¬ 
tions Act of 1934, as amended, and more 
particularly section 309 (a) thereof; 

It is ordered . That pursuant to section 
309 (a) of the Communications Act of 
19-;4, as amended, the above-entitled 
application be designated for hearing at 
Fort Bragg, California, on May 7, 1951, 
upon the following issues: 

1. To obtain full information with re¬ 
spect to the affairs of the permittee 
partnership and more particularly: 

(a) To determine the method and 
sources of financing of the construction 
and operation of Station KDAC from 
the grant of initial construction permit 
therefor to date and whether such 
method and sources of financing con¬ 
stituted a departure from the represen¬ 
tations made with respect thereto in the 
application (BP-6233) for construction 
permit for Station KDAC. 

(b) To obtain full information relat¬ 
ing to the resignation from the permit¬ 
tee partnership, on or about August 27, 
1948, of partner John A. Brush. 

(c) To obtain full information re¬ 
lating to the events and circumstances 
surrounding the alleged exclusion from 
the permittee partnership of partner 
Mathew S. Thompson. 

(d) To obtain full information relat¬ 
ing to the resignation from the permit¬ 
tee partnership, on or about September 
29, 1949, of partner Tony R. Amarante. 

2. To determine in whom, since the 
grant of initial construction permit for 
Station KDAC, the authority over its 
operation and control has resided and in 
whom such authority presently resides. 

3. To determine whether all con¬ 
tracts, agreements, and understandings 
relating to the ownership, management, 
and control of the permittee, Mendocino 
Coast Broadcasters, have been re¬ 
ported to the Commission in accordance 
with §§ 1.341, 1.342, and 1.343 of the 
Commission’s rules and regulations. 

4. To determine whether the con¬ 
struction permit for Station KDAC, or 
the rights and responsibilities incident 
thereto, have been transferred or as¬ 
signed, directly or indirectly, in con¬ 
travention of section 319 (b) of the 
Communications Act and whether, in 
the event of such unauthorized assign¬ 
ment or transfer, the station has been 
operated by an unlicensed person or 
persons in violation of section 301 of 
the Communications Act of 1934, as 
amended. 

5. To determine whether, in the light 
of the evidence adduced under the fore¬ 


going issues, a grant of the above appli¬ 
cation would be in the public interest. 

Federal Communications 
Commission, 

[seal] T. J. Slowie, 

Secretary . 

(F. R. Doc. 51-3606; Filed. Mar. 21, 1951; 
8:55 a. m.j 


(Docket No. 0918] 

Station KTXC 

ORDER DESIGNATING APPLICATION FOR 
HEARING ON STATED ISSUES 

In the matter of renewal of license of 
Station KTXC, Big Spring, Texas, 
Docket No. 9918, File No. BR-2332. 

At a session of the Federal Communi¬ 
cations Commission held at its offices in 
Washington, D. C., on the 14th day of 
March 1951; 

The Commission having under consid¬ 
eration the above application for re¬ 
newal of license of Station KTXC, 
together with a letter and enclosures to 
the Commission, dated November 16, 
1950. from Leonard R. Lyon, the former 
individual licensee of Station KTXC and 
presently Secretary, Treasurer and a 
one-third stockholder in Big State 
Broadcasting Corporation, licensee of 
Station KTXC, Big Spring, Texas, which 
letter states: 

Copy to FCC and Mr. J. W. Wallace Radio 
Station KBST, Big Spring, Texas 

Leonard R. Lyon 
Box 744, Chickasha, Okla. 

November 16. 1950. 
Mr. T. J. Slowie, Secretary, 

Federal Communications Commission, 
Washington 25, D. C. 

Dear Mr. Slowie: Please find enclosed two 
contracts pretainlng (sic) to Radio Station 
KTXC. Big Spring* Texas 1400 kc unlimited. 
Also pretainlng (sic) to Leonard R. Lyon, 
V. T. Anderson and E. W. Anderson. 

While the enclosed contracts were not lived 
up to fully, they have been held over my 
head for too long. 

The original application for the station 
BP-6971 was filed by me in ail sinceriety 
(sic) and in good faith; however. Contract 1 
was signed by me to prevent a second appli¬ 
cation for the same facilities by the Ander- 
sons and to prevent the loss of everything 
due to their political pull. 

On signing the first contract I lost all 
voice in the proposed station, but had no 
choice other than to carry out orders. Many 
more descreplncys (sic) will be found in the 
books. 

Even though this will cost me several 
thousand dollars, I will consider it worth¬ 
while if I may be given the opportunity to 
at least partially clear myself in an open 
hearing. 

Dated this 16th day of November 1950. 

(S) Leonard R. Lyon. 

Subscribed and sworn to (sic) before me 
this 16th day of November 1950. 

(S) Myrtle Dillingham, 

Notary Fublic . 

My commission expires June 1 , 1951 . 

It appearing, that, on May 5. 1949, the 
Commission granted a construction per¬ 
mit (BP-6971) to Leonard R. Lyon for 
the construction and operation of Sta¬ 
tion KTXC and, on February 8, 1950, 


granted its consent to the assignment 
of license (BAL-945) of Station KTXC 
from Leonard R. Lyon to Big State 
Broadcasting Corporation in which cor¬ 
poration Lyon held a one-third stock in¬ 
terest, E. W. and V. T. Anderson, each, a 
25-5/6 percent stock interest and Clyde 
E. and George T. Thomas, each, a 7 Vi 
percent stock interest; and 

It further appearing, that, on the basis 
of the above letter and enclosures from 
Lyon, serious questions of concealments 
from and misrepresentations to the Com¬ 
mission by Lyon exist, and that there¬ 
fore the Commission is at this time 
unable to conclude that a grant of the 
above application for renewal of license 
for Station KTXC would be in the public 
interest, convenience and necessity; 

It further appearing, that the Commis¬ 
sion made available to Big State Broad¬ 
casting Corporation, for comment, the 
aforesaid letter and enclosures of No¬ 
vember 16, 1950, from Lyon and that, by 
letter of February 19, 1951. to the Com¬ 
mission, the aforesaid Andersons gen¬ 
erally denied all allegations of Lyon, but 
were completely unresponsive insofar as 
the contracts of April and July, 1949 
were concerned; 

It is ordered , That the application for 
renewal of license of Station KTXC be 
designated for hearing, pursuant to sec¬ 
tion 309 (a) of the Communications Act, 
to be held at Big Spring, Texas, on May 
14. 1951, on the following issues: 

1. To obtain full information as to 
all contracts, agreements, or understand¬ 
ings past or present between Leonard R. 
Lyon and E. W. and V. T. Anderson, 
Clyde E. and George T. Thomas, col¬ 
lectively or individually, relating to a 
sale, assignment, or transfer of Lyon’s 
interest in the physical properties of 
Station KTXC and the construction per¬ 
mit or license therefor with particular 
reference to the following: 

a. A certain agreement dated April, * 

1949 between Leonard R. Lyon and E. W. 
and V. T. Anderson, by virtue of which 
those individuals entered into a limited 
partnership for the purpose of “build¬ 
ing and operating a 100 watt broadcast 
radio station in Big Spring, Texas, for 
which station Leonard R. J^yon now has 
pending an application before the Fed¬ 
eral Communications Commission in 
Washington, D. C., File No. BP- 
6971 * • V’ 

b. A certain agreement dated July, 

1949 by virtue of which Lyon agreed to 
assign to E. W. and V. T. Anderson, 
each, an undivided Vz interest in the 
construction permit for Station KTXC, 
Big Spring, Texas, and which provided, 
among other things, that in the event 
KTXC should begin broadcasting prior 
to the approval by the Commission of 
the transfer to the Andersons. the An¬ 
dersons should “have the controlling 
voice in the operation of such station 
in the same manner as if they owned 
the respective interests which he (Lyon) 
agrees to convey to them * * V 

c. The payment, loan, or advance of 
funds by E. W. and V. T. Anderson, 
Clyde E. and George T. Thomas, or other 
persons, collectively or individually, to 
Leonard R. Lyon, pursuant to the agree¬ 
ments referred to in (a) and (b) above. 
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or pursuant to any other agreements 
which the said parties may have con¬ 
cluded among themselves, and to de¬ 
termine the nature and purpose of such 
payments, advances, or loans. 

2. To determine whether the execu¬ 
tion of any of the contracts, agreements, 
or understandings referred to in Issue 
No. 1. above, the terms thereof, or any 
acts performed pursuant thereto, w ere in 
violation of sections 310 <b) and 319 (b) 
of the Communications Act of 1934, as 
amended, or in violation of the rules 
and regulations of the Commission, with 
particular reference to §§ 1.321, 1.342 
and 1.343 of said rules and regulations. 

3. To determine whether Leonard H. 
Lyon, E. W. and V. T. Anderson and 
Clyde E. and George T. Thomas, or any 
of them, have concealed information 
from the Commission regarding the own¬ 
ership and operation of Station KTXC or 
have misrepresented the facts concern¬ 
ing such ownership in applications, re¬ 
ports or letters which they have filed 
with the Commission, with particular 
reference to the following: 

a. Application for construction per¬ 
mit (BP-6971); application for modifica¬ 
tion of construction permit (BMP-4666); 
application for license (BL-3802); appli¬ 
cation for consent to assignment of 
license (BAL-945); application for re¬ 
newal of license <BR^2332); Annual Fi¬ 
nancial Report for the period September 
12, 1949-December 31, 1949; Annual 
Financial Report for the period January 
1, 1950-February 28, 1950. 

b. Whether Leonard R. Lyon so con¬ 
cealed or misrepresented these facts in 
letters to the Commission dated August 
17,1949 and June 16.1950 or in any other 
letters or statements furnished by him 
to the Commission. 

' 4. To determine the authority and 
control exercised by Leonard R. Lyon 
over the policy and operation of Station 
KTXC from the date of grant of con¬ 
struction permit for that station to the 
present. 

5. To determine the disposition, since 
the date of commencement of operation 
of Station KTXC, of income received 
from that operation and the manner of 
and authority for such disposition. 

6. To determine the method or meth¬ 
ods of financing of the operation of 
Station KTXC from its inception to the 
present. 

7. To determine whether Big State 
Broadcasting Corporation, E. W. and 
V. T. Anderson, or Clyde E. and George 
T. Thomas, or other persons unknown to 
the Commission, have at any time since 
the inception of radio station KTXC op¬ 
erated or controlled that station without 
a license or construction permit there¬ 
for, and in violation of section 301 of the 
Communications Act. 

8. To determine whether the public in¬ 
terest. convenience or necessity would be 
served by a grant of the above-entitled 
application. 

Federal Communications 
Commission, 

[seal] T. J. Slowie, 

Secretary . 

[P. R. Doc. 51-3605; Filed, Mar. 21, 1951; 
8:55 a. m.J 


NOTICES 

HOUSING AND HOME FINANCE 
AGENCY 

Office of the Administrator 

Special Representatives of Housing 
and Home Finance Administrator 

delegation of authority to perform 
functions in connection with relax¬ 
ation of housing credit controls in 
areas affected by savannah river 

(S. C. AND GA.) AND PADUCAH (KY.) IN¬ 
STALLATIONS OF atomic energy com¬ 
mission 

Paul E. Ferrero, Jr. (Savannah River 
office, Aiken, S. C.) and Joseph Tufts 
(Paducah, Ky.), Special Representatives 
of the Housing and Home Finance Ad¬ 
ministrator, Office of the Administrator, 
Housing and Home Finance Agency each 
Is hereby authorized, in his respective 
assigned area, to take any action (in¬ 
cluding the making of any determina¬ 
tion and the approval of any application) 
which it is necessary or appropriate for 
the Housing and Home Finance Admin¬ 
istrator to take in the administration of 
Housing and Home Finance Agency 
Regulation CR 2, effective March 10, 
1951,16 F. R. 2232. which regulation per¬ 
tains to the processing and approval, for 
the areas affected by the Savannah 
River (S. C. andGa.) and Paducah (Ky.) 
Installations of the Atomic Energy Com¬ 
mission, of exceptions from residential 
credit restrictions otherwise applicable 
and to the terms and conditions at¬ 
tached to such approval. 

Any action taken by either of the 
aforementioned delegatees in this con¬ 
nection is hereby ratified, confirmed and 
adopted. 

(Reorg. Plan No. 3 of 1947. 61 Stat. 954 
(1947); 62 Stat. 1268, 1283-85 (1948), 12 
U. S. C. 1701c (Supp. 1949), as amended. 
Pub. Law 475, 81st Cong., 2d Sess., sec. 5Q3 
(1) (Apr. 20. 1950); Titles VI and Vn, Pub. 
Law 774, 81st Cong., 64 Stat. 812-822; secs. 
501. 502 and 902, E. O. 10161, Sept. 9. 1950, 
15 F. R. 6106; sec. 6 (p), Reg. X, as amended, 
15 F. R. 6817, 7831 (1950), 16 F. R. 308, 1586, 
2078 (1951); HHFA CR 1, Mar. 6, 1951, 16 
F. R. 2231; HHFA CR 2, Mar. 10, 1951, 16 
F. R. 2232) 

Effective as of the 10th day of March, 
1951. 

B. T. Fitzpatrick, 

Acting Housing and 
Home Finance Administrator . 

|F. R. Doc. 51-3619; Filed, Mar. 21, 1951; 
8:58 a. m.) 


INTERSTATE COMMERCE 
COMMISSION 

(4th Sec. Application 259241 

Sand and Gravel From La Grange, Mo., 
to Colchester, III. 

APPLICATION FOR RELIEF 

March 19,1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: R. G. Raasch, Agent, for the 
Chicago, Burlington & Quincy Railroad 
Company. 


Commodities involved; Sand and 
gravel, carloads. 

From: La Grange, Mo. 

To: Colchester, Ill. 

Grounds for relief: Competition with 
motor carriers and wayside pit competi¬ 
tion. 

Schedules filed containing proposed 
rates: CB & Q RR. tariff I. C. C. No. 
20095, 33d revised page 32. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commis¬ 
sion in writing so to do within 15 days 
from the date of this notice. As provided 
by the general rules of practice of the 
Commission, Rule 73, persons other than 
applicants should fairly disclose their 
interest, and the position they intend to 
take at the hearing with respect to the 
application. Otherwise the Commission, 
in its discretion, may proceed to investi¬ 
gate and determine the matters involved 
in such application without further or 
formal hearing. If because of an emer¬ 
gency a grant of temporary relief is 
found to be necessary before the expira¬ 
tion of the 15-day period, a hearing, upon 
a request filed within that period, may 
be held subsequently. 

By the Commission, Division 2. 

[seal] W. P. Bartel, 

Secretary. 

(F. R. Doc. 51-3586; Filed, Mar. 21, 1951; 

8:49 a. m.J 


[4th Sec. Application 25925J 

Grain From Preston, Md., to the 
South 

APPLICATION FOR RELIEF 

March 19, 1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: C. W. Boin, Agent, for car¬ 
riers parties to his tariff I. C. C. No. 
A-879. 

Commodities Involved: Grain and 
grain products, in carloads and less- 
than-carloads. 

From: Preston, Md. 

To: Points in southern territory. 

Grounds for relief: Competition with 
rail carriers. 

Schedules filed containing proposed 
rates: C. W. Boin’s tariff I. C. C. No. 
A-879, Supp. 16. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commission 
in writing so to do within 15 days from 
the date of this notice. As provided by 
the general rules of practice of the 
Commission, Rule 73, persons other than 
applicants should fairly disclose their 
interest, and the position they intend to 
take at the hearing with respect to the 
application. Otherwise the Commission, 
In its discretion, may proceed to investi¬ 
gate and determine the matters involved 
in such application without further or 
formal hearing. If because of an emer¬ 
gency a grant of temporary relief 'is 
found to be necessary before the ex- 
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piration of the 15-day period, a hearing, 
upon a request filed within that period, 
may be held subsequently. 

By the Commission, Division 2. 

[seal] W. P. Bartel, 

Secretary. 

(F. R. Doc. 51-3587; Filed, Mar. 21. 1951; 
8:50 a. m.j 


[4th Sec. Application 25926] 

Lumber From Michigan. Minnesota, and 
Wisconsin to the South 

application for relief 

March 19, 1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: L. E. Kipp, Agent, for car¬ 
riers parties to his tariff I. C. C. No. 
A-3879. 

Commodities involved: Lumber and 
related articles, carloads. 

From; Points in Michigan, Minnesota 
and Wisconsin. 

To: Points in southern territory. 

Grounds for relief: Competition with 
rail carriers and to maintain grouping. 

Schedules filed containing proposed 
rates: L. E. Kipp’s tariff I. C. C. No. 
A-3879. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commis¬ 
sion in writing so to do within 15 days 
from the date of this notice. As pro¬ 
vided by the general rules of practice of 
the Commission, Rule 73, persons other 
than applicants should fairly disclose 
their interest, and the position they in¬ 
tend to take at the hearing with respect 
to the application. Otherwise the Com¬ 
mission, in its discretion, may proceed 
to investigate and determine the mat¬ 
ters involved in such application with¬ 
out further or formal hearing. If 
because of an emergency a grant of tem¬ 
porary relief is found to be necessary 
before the expiration of the 15-day 
period, a hearing, upon a request filed 
within that period, may be held 
subsequently. 

By the Commission, Division 2. 

[seal] W. P. Bartel. 

Secretary. 

IF. R. Doc. 51-3588; Filed. Mar. 21, 1951; 

8:50 a. m.] 


14th Sec. Application 25927] 

Corn From Illinois to New Orleans, 
La., and Mobile, Ala. 

application for relief 

March 19, 1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: Chicago & Illinois Midland 
Railway Company and Gulf, Mobile and 
No. 56-3 
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Ohio Railroad Company for carriers 
parties to C&IM Ry. tariff I. C. C. No. 
B-335 and GM&O RR. tariff I. C. C. No. 
222 . 

Commodities involved: Corn, in car¬ 
loads. 

From: Peoria and Pekin, Ill., and ad¬ 
jacent points in Illinois. 

To: New Orleans, La., and Mobile, 
Ala., for export. 

Grounds for relief: Competition with 
rail and water carriers. 

Schedules filed containing proposed 
rates: C&IM Ry. tariff I. C. C. No. B-335, 
Supp. 2. GM&O RR. tariff I. C. C. No. 
22Z, Supp. 4. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commis¬ 
sion in writing so to do within 15 days 
from the date of this notice. As pro¬ 
vided by the general rules of practice 
of the Commission, Rule 73, persons 
other than applicants should fairly dis¬ 
close their interest, and the position 
they intend to take at the hearing with 
respect to the application. Otherwise 
the Commission, in its discretion, may 
proceed to investigate and determine 
the matters involved in such application 
without further or formal hearing. If 
because of an emergency a grant of tem¬ 
porary relief is found to be necessary 
before the expiration of the 15-day pe¬ 
riod, a hearing, upon a request filed 
within that period, may be held 
subsequently. 

By the Commission, Division 2. 

[seal] W. P. Bartel, 

Secretary. 

IF. R. Doc. 51-3589; Filed. Mar. 21, 1951; 

8:51 a. m.] 


f4th Sec. Application 25928] 

Automobile Parts From Cincinnati, 
Ohio, to St. Louis, Mo. 

APPLICATION FOR RELIEF 

March 19, 1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: L. C. Schuldt, Agent, for 
carriers parties to his tariff I. C. C. No. 
4237, pursuant to fourth-section order 
No. 9800. 

Commodities involved: Automobile en¬ 
gine driving gear or steering gear parts, 
also transmissions and parts, carloads. 

From: Cincinnati, Ohio. 

To: St. Louis, Mo. 

Grounds for relief: Circuitous routes. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commission 
in w r riting so to do within 15 days from 
the date of this notice. As provided by 
the general rules of practice of the Com¬ 
mission, Rule 73. persons other than 
applicants should fairly disclose their 
Interest, and the position they intend to 
take at the hearing with respect to the 
application. Otherwise the Commission, 
in its discretion, may proceed to investi¬ 
gate and determine the matters involved 
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in such application without further or 
formal hearing. If because of an emer¬ 
gency a grant of temporary relief is 
found to be necessary before the expira¬ 
tion of the 15-day period, a hearing, 
upon a request filed within that period, 
may be held subsequently. 

By the Commission, Division 2. 

[seal] W. P. Bartel, 

Secretary . 

IF. R. Doc. 51-3590; Filed, Mar. 21, 1951; 
8:51 a. m.] 


[4th Sec. Application 25929] 

Automobile Parts From Cincinnati, 
Ohio, to Louisville, Ky. 
application for relief 

March 19, 1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: L. C. Schuldt, Agent, for 
carriers parties to his tariff I. C. C. No. 
4234, pursuant to fourth-section order 
No. 9800. 

Commodities involved: Automobile en¬ 
gine driving gear or steering gear parts, 
also transmissions and parts, carloads. 

From: Cincinnati. Ohio. 

To: Louisville, Ky. 

Grounds for relief: Circuitous routes. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commission 
in writing so to do within 15 days from 
the date of this notice. As provided by 
the general rules of practice of the Com¬ 
mission, Rule 73, persons other than 
applicants should fairly disclose their in¬ 
terest, and the position they intend to 
take at the hearing with respect to the 
application. Otherwise the Commission, 
in its discretion, may proceed to inves¬ 
tigate and determine the matters 
involved in such application without 
further or formal hearing. If because of 
an emergency a grant of temporary re¬ 
lief is found to be necessary before the 
expiration of the 15-day period, a hear¬ 
ing, upon a request filed within that 
period, may be held subsequently. 

By the Commission, Division 2. 

(seal] w. P. Bartel, 

Secretary. 

IF. R. Doc. 51-3591; Filed, Mar. 21, 1951; 

8:51 a. m.J 


f4th Sec. Application 25930] 

Roofing and Shingles From Chicago 
to Birmingham 

APPLICATION FOR RELIEF 

March 19, 1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: D. Q. Marsh. Agent, for 
carriers parties to Agent R. G. Raasch’s 
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tariff I. C. C. No. 620. pursuant to fourth- 
section order No. 16101. 

Commodities involved: Roofing, pre¬ 
pared or composition, asphalt shingles 
and siding, and joints, carloads. 

Prom: Chicago, Ill., and points 
grouped therewith 

To: Birmingham, Ala, and points 
grouped therewith. 

Grounds for relief: Circuitous 
routes. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commis¬ 
sion in writing so to do within 15 days 
from the date of this notice. As pro¬ 
vided by the general rules of practice of 
the Commission, Rule 73, persons other 
than applicants should fairly disclose 
their interest, and the position they in¬ 
tend to take at the hearing with respect 
to the application. Otherwise the Com¬ 
mission, in its discretion, may proceed to 
investigate and determine the matters 
involved in such application without 
further or formal hearing. If because 
of an emergency a grant of temporary 
relief is found to be necessary before 
the expiration of the 15-day period, a 
hearing, upon a request filed within that 
period, may be held subsequently. 

By the Commission, Division 2. 

r seal 1 W. P. Bartel, 

Secretary. ■ 

|F. R. Doc. 51-3592; Filed, Mar. 21. 1951; 

8:51 a. m.) 


[4th Sec. Application 25931] 

Cement Prom Birmingham, Ala., District 
to Nashville, Tenn. 

APPLICATION FOR RELIEF 

March 19, 1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: R. E. Boyle. Jr., Agent, for 
The Alabama Great Southern Railroad 
Company and other carriers named in 
the application. 

Commodities involved: Cement and 
related articles, carloads. 

From: Birmingham, Ala., and points 
grouped therewith. 

To: Nashville, Tenn. 

Grounds for relief: Circuitous routes. 

Schedules filed containing proposed 
rates: C. A. Spaninger’s tariff I. C. C. 
No. 1066, Supp. 56. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commis¬ 
sion in writing so to do within 15 days 
from the date of this notice. As pro¬ 
vided by the general rules of practice 
of the Commission, Rule 73. persons other 
than applicants should fairly disclose 
their interest, and the position they in¬ 
tend to take at the hearing with respect 
to the application. Otherwise the Com¬ 
mission, in its discretion, may proceed 
to investigate and determine the mat¬ 
ters involved in such application with¬ 
out further or formal hearing. If 
because of an emergency a grant of tem¬ 


porary relief is found to be necessary 
before the expiration of the 15-day 
period, a hearing, upon a request filed 
within that period, may be held subse¬ 
quently. 

By the Commission, Division 2. 

[seal] W. P. Bartel, 

Secretary. 

IF. R. Doc. 51-3593; Filed, Mar. 21, 1951; 
8:51 a. m.j 


]4th Sec. Application 25932] 

Canned Goods Between Border Terri¬ 
tory and Washington, D. C. 

application for relief 

M’Rch 19, 1951. 

The Commission is in receipt of the 
above-entitled and numbered applica¬ 
tion for relief from the long-and-short- 
haul provision of section 4 (1) of the 
Interstate Commerce Act. 

Filed by: R. E. Boyle, Jr., Agent, for 
carriers parties to Agent C. W. Boin’s 
tariff I. C. C. No. A-726. 

Commodities involved: Canned or pre¬ 
served foodstuffs, in carloads. 

Between: Ivy City Team Track. Union 
Market Yard, Washington, D. C., and 
Rosslyn, Va.. on the one hand, and points 
in North Carolina, southern Virginia, 
Kentucky and northeastern Tennessee, 
on the other. 

Grounds for relief: Competition with 
rail carriers, circuitous routes, to main¬ 
tain grouping, and to apply over short 
tariff routes rates constructed on the 
basis of the short line distance formula. 

Schedules filed containing proposed 
rates: C. W. Boin’s tariff I. C. C. No. 
A-726, Supp. 223. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commis¬ 
sion in writing so to do within 15 days 
from the date of this notice. As pro¬ 
vided by the general rules of practice of 
the Commission, Rule 73, persons other 
than applicants should fairly disclose 
their interest, and the position they in¬ 
tend to take at the hearing with respect 
to the application. Otherwise the Com¬ 
mission. in its discretion, may proceed 
to investigate and determine the matters 
involved in such application without fur¬ 
ther or formal hearing. If because of 
an emergency a grant of temporary re¬ 
lief is found to be necessary before the 
expiration of the 15-day period, a hear¬ 
ing, upon a request filed within that 
period, may be held subsequently. 

By the Commission, Division 2. 

[seal] W. P. Bartel, 

Secretary. 

[F. R. Doc. 51-3594; Filed. Mar. 21, 1951; 

8:52 a. m.J 


(4th Sec. Application 25933] 

Paper Boxes From Conover, N. C., to 
Official Territory 

application for relief 

March 19. 1951. 

The Commission is in receipt of the 
above-entitled and numbered application 


for relief from the long-and-short-haul 
provision of section 4 (1) of the Inter¬ 
state Commerce Act. 

Filed by: R. E. Boyle, Jr., Agent, for 
carriers parties to Agent C. A. Spanin¬ 
ger’s tariff I. C. C. No. 1201. 

Commodities involved: Boxes, fibre- 
board, pulpboard or strawboard, car¬ 
loads. 

From: Conover, N. C. 

To: Points in official territory. 

Grounds for relief: Circuitous routes 
and to apply over short tariff routes rates 
constructed on the basis of the short 
line distance formula. 

Schedules filed containing proposed 
rates: C. A. Spaninger’s tariff I. C. C. 
No. 1201, Supp. 28. 

Any interested person desiring the 
Commission to hold a hearing upon such 
application shall request the Commission 
in writing so to do within 15 days from 
the date of this notice. As provided by 
the general rules of practice of the Com¬ 
mission, Rule 73. persons other than 
applicants should fairly disclose their 
interest, and the position they intend to 
take at the hearing with respect to the 
application. Qtherwise the Commission, 
in its discretion, may proceed to investi¬ 
gate and determine the matters involved 
in such application without further or 
formal hearing. If because of an emer¬ 
gency a grant of temporary relief is 
found to be necessary before the expira¬ 
tion of the 15-day period, a hearing, upon 
a request filed within that period, may 
be held subsequently. 

By the Commission, Division 2. 

[seal] W. P. Bartel, 

Secretary. 

[F. R. Doc. 51-3595; Filed, Mar. 21. 1951; 

8:53 a. in.) 


[S. O. 874, General Permit 51 

Wabash Railroad Co. and Central Soya 
Co., Inc. 

loading requirements 

March 15, 1951. 

Pursuant to the authority vested in 
me in paragraph <d) of Service Order 
No. 874 (16 F. R. 2040), permission is 
granted the Wabash Railroad Company 
at Gibson City. Illinois, serving Central 
Soya Company, Inc., to disregard the 
provisions of Service Order No. 874 inso¬ 
far as it applies to any car loaded by 
the. Central Soya Company, Inc., when 
the Central Soya Company, Inc., advise 
that (1) such car is loaded with bulk 
mixed feed, or with mixed feed in sacks 
together with bulk mixed feed, and that 
the total weight of such shipments shall 
be or exceed 60,000 pounds; (2) that all 
such shipments are destined to the De- 
Kalb Agricultural Association, Uliopolis, 
Illinois, because of inability to unload. 

The waybills shall show reference to 
this general permit and the Central Soya 
Company, Inc., shall furnish the Permit 
Agent dates forwarded, the car numbers, 
and initials of the cars shipped under 
this permit. 

This genera! permit shall become ef¬ 
fective at 12:01 a. m., March 16, 1951, 
and shall expire at 11:59 p. m., Septem- 
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ber 15, 1951, unless otherwise modified, 
changed, suspended or revoked. 

A copy of this general permit has been 
served upon the Association of American 
Railroads. Car Service Division, as agent 
of the railroads subscribing to the car 
service and per diem agreement under 
the terms of that agreement, and notice 
of this permit shall be given to the gen¬ 
eral public by depositing a copy in the 
office of the Secretary of the Commis¬ 
sion at Washington, D. C., and by filing 
it with the Director, Division of the Fed¬ 
eral Register. 

Issued at Washington, D. C., this 15th 
day of March 1951. 

Howard S. Kline, 
Permit Agent. 

[F. R. Doc. 61-3596; Filed, Mar. 21, 1951; 

8:53 a. m.J 


SECURITIES AND EXCHANGE 
COMMISSION 

Gallagher and Co. 

ORDER FOR PROCEEDINGS AND NOTICE OF 
HEARING 

At a regular session of the Securities 
and Exchange Commission held at its 
office in the city of Washington, D. C., on 
the 15th day of March 1951. 

In the matter of Gallagher & Com¬ 
pany, 17 Court St., Buffalo, New York. 

I. The Commission’s public official files 
disclose that Gallagher & Company, a 
partnership, hereinafter referred to as 
registrant, is registered as a broker- 
dealer pursuant to section 15 (b) of the 
Securities Exchange Act of 1934. 

II. The Records Officer of the Com¬ 
mission has filed with the Commission a 
statement, a copy of which is attached 
hereto and made a part hereof,* stating 
that registrant did not file with the Com¬ 
mission reports of his financial condi¬ 
tion during the calendar years 1943,1944, 
1945. 1946, 1947, 1948, 1949 or 1950 as 
required by section 17 (a) of the Securi¬ 
ties Exchange Act of 1934 and Rule 
X-17A-5 adopted thereunder. 

III. The information reported to the 
Commission by its Records Officer as set 
forth in paragraph II hereof tends, if 
true, to show that registrant violated 
section 17 (a) of the Securities Exchange 
Act of 1934 and Rule X-17A-5 adopted 
under said section. 

IV. The Commission, having consid¬ 
ered the aforesaid information, deems it 
necessary and appropriate in the public 
interest and for the protection of inves¬ 
tors that proceedings be instituted to 
determine: 

(a) Whether the statements set forth 
in paragraph II hereof are true; 

(b) Whether registrant has wilfully 
violated section 17 (a) of the Securities 
Exchange Act of 1934 and Rule X-17A-5 
adopted under said section; 

(c) Whether, pursuant to section 15 
(b) of the Securities Exchange Act of 
1934. it is in the public interest to revoke 
registration of registrant; and 

(d) Whether, pursuant to section 15 
(b) of the Securities Exchange Act of 
1934, pending final determination, it is 


1 Filed as part of the original document. 
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necessary or appropriate in the public 
interest or for the protection of in¬ 
vestors to suspend the registration of 
registrant. 

V. It is ordered, That registrant be 
given an opportunity for hearing as set 
forth in paragraph IV hereof on the 
23d day of April 1951 at the main 
office of the Securities and Exchange 
Commission, located at 425 Second 
Street NW., Washington 25, D. C.. be¬ 
fore a Hearing Examiner to be desig¬ 
nated by the Commission. On such date 
the Hearing Room Clerk in Room 101, 
North Building, will advise the parties 
and the Hearing Examiner as to the 
room in which such hearing will be held. 
The Commission will consider any mo¬ 
tion with respect to a change of place of 
said hearing if said motion is filed with 
the Secretary of the Commission on or 
before April 16, 1951. Upon com¬ 
pletion of any such hearing in this mat¬ 
ter the Hearing Examiner shall prepare 
a recommended decision pursuant to 
Rule IX of the rules of practice unless 
such decision is waived. 

It is further ordered, That in the event 
registrant does not appear personally or 
through a representative at the time 
and place herein set or as otherwise 
ordered, the Hearing Room Clerk shall 
file with the Records Officer of the Com¬ 
mission a written statement to that 
effect and thereupon the Commission 
will take the record under advisement 
for decision. 

This order and notice shall be served 
on registrant personally or by registered 
mail forthwith, and published in the 
Federal Register not later than fifteen 
(15) days prior to April 23d, 1951. 

In the absence of an appropriate 
waiver, no officer or employee of the 
Commission engaged in the performance 
of investigative or prosecuting functions 
in this or any factually related proceed¬ 
ing will be permitted to participate or 
advise in the decision upon the matter 
except as witness or counsel in proceed¬ 
ings held pursuant to notice. Since 
this proceeding is not “rule making’* 
within the meaning of section 4 (c) of 
the Administrative Procedure Act, it is 
not deemed to be subject to the provi¬ 
sions of the section delaying the effective 
date of any final Commission action. 

By the Commission. 

[SEAL] ORVAL L. DUBOIS, 

Secretary . 

[F. R. Doc. 61-3571; Filed. Mar. 21, 1951; 

8:46 a. m.J 


Paul Kaye 

order for proceedings and notice of 
hearing 

At a regular session of the Securities 
and Exchange Commission held at its 
office in the city of Washington, D. C., on 
the 15th of March 1951. 

In the matter of Paul Kaye, 60 East 
Forty-second Street, New York City, 
N. Y. 

I. The Commission’s public official files 
disclose that Paul Kaye, hereinafter 
referred to as registrant, is registered as 
a broker-dealer pursuant to section 15 
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(b) of the Securities Exchange Act of 
1934. 

II. The Records Officer of the Com¬ 
mission has filed with the Commission a 
statement, a copy of which is attached 
hereto and made a part hereof,* stating 
that registrant did not file with the Com¬ 
mission reports of his financial condi¬ 
tion during the calendar years 1946,1947. 
1948, 1949 or 1950 as required by section 
17 (a) of the Securities Exchange Act 
of 1934 and Rule X-17A-5 adopted there¬ 
under. 

in. The information reported to the 
Commission by its Records Officer as set 
forth in paragraph II hereof tends, if 
true, to show that registrant violated 
section 17 (a) of the Securities Exchange 
Act of 1934 and Rule X-17A-5 adopted 
under said section. 

IV. The Commission, having consid¬ 
ered the aforesaid information, deems it 
necessary and appropriate in the public 
interest and for the protection of inves¬ 
tors that proceedings be instituted to 
determine: 

<a) Whether the statements set forth 
in paragraph H hereof are true; 

(b> Whether registrant has wilfully 
violated section 17 (a) of the Securities 
Exchange Act of 1934 and Rule X-17A-5 
adopted under said section; 

(c) Whether, pursuant to section 15 
(b) of the Securities Exchange Act of 
1934, it is in the public interest to re¬ 
voke registration of registrant; and 

(d> Whether, pursuant to section 15 
<b) of the Securities Exchange Act of 
1934, pending final determination, it is 
necessary or appropriate in the public 
interest or for the protection of investors 
to suspend the registration of registrant. 

V. It is ordered. That registrant be 
given an opportunity for hearing as set 
forth in paragraph IV hereof on the 
23d day of April 1951, at the main office 
of the Securities and Exchange Commis¬ 
sion, located at 425 Second Street NW., 
Washington 25, D. C., before a Hearing 
Examiner to be designated by the Com¬ 
mission. On such date the Hearing 
Room Clerk in Room 101, North Build¬ 
ing, will advise the parties and the Hear¬ 
ing Examiner as to the room in which 
such hearing will be held. The Commis¬ 
sion will consider any motion with re¬ 
spect to a change of place of said hearing 
if said motion is filed with the Secretary 
of the Commission on or before April 
16, 1951. Upon completion of any such 
hearing in this matter the Hearing Ex¬ 
aminer shall prepare a recommended de¬ 
cision pursuant to Rule IX of the Rules 
of Practice unless such decision is 
waived. 

It is further ordered, That in the event 
registrant does not appear personally or 
through a representative at the time and 
place herein set or as otherwise ordered, 
the Hearing Room Clerk shall file with 
the Records Officer of the Commission a 
written statement to that effect and 
thereupon the Commission will take the 
record under advisement for decision. 

This order and notice shall be served 
on registrant personally or by registered 
mail forthwith, and published in the 
Federal Register not later than fifteen 
(15) days prior to April 23d, 1951. 

In the absence of an appropriate 
waiver, no officer or employee of the 
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Commission engaged in the performance 
of investigative or prosecuting functions 
in this or any factually related proceed¬ 
ing will be permitted to participate or 
advise in the decision upon the matter 
except as witness or counsel in proceed¬ 
ings held pursuant to notice. Since this 
proceeding is not “rule making” within 
the meaning of section 4 (c) of the Ad¬ 
ministrative Procedure Act, it is not 
deemed to be subject to the provisions 
of the section delaying the effective date 
of any final Commission action. 

By the Commission. 

[SEAL] ORVAL L. DUBOIS, 

Secretary , 

|P. R. Doc. 51-3572; Piled, Mar. 21. 1951; 

8:47 a. m.l 


D. W. Hampton 

ORDER FOR PROCEEDINGS AND NOTICE OP 
HEARING 

At a regular session of the Securities 
and Exchange Commission held at its 
office in the city of Washington, D. C., 
on the 15th day of March 1951. 

In the matter of D. W. Hampton, 524 
W. 8th Street, Oklahoma City, Okla¬ 
homa. 

I. The Commission’s public official files 
disclose that D. W. Hampton, herein¬ 
after referred to as registrant, is regis¬ 
tered as a broker-dealer pursuant to 
section 15 (b) of the Securities Exchange 
Act of 1934. 

II. The Records Officer of the Com¬ 
mission has filed with the Commission a 
statement, a copy of which is attached 
hereto and made a part hereof, 1 stating 
that registrant did not file with the Com¬ 
mission reports of his financial condition 
during the calendar years 1949 and 1950, 
as required by section 17 (a) of the 
Securities Exchange Act of 1934 and 
Rule X-17A-5 adopted thereunder. 

HI. The information reported to the 
Commission by its Records Officer as set 
forth in paragraph n hereof tends, if 
true, to show that registrant violated 
section 17 (a) of the Securities Exchange 
Act of 1934 and Rule X-17A-5 adopted 
under said section. 

IV. The Commission, having consid¬ 
ered the aforesaid information, deems it 
necessary and appropriate in the public 
interest and for the protection of inves¬ 
tors that proceedings be instituted to 
determine: 

(a) Whether the statements set forth 
in paragraph II hereof are true; 

(b) Whether registrant has wilfully 
violated section 17 (a) of the Securities 
Exchange Act of 1934 and Rule X-17A-5 
adopted under said section; 

(c) Whether, pursuant to section 15 
(b) of the Securities Exchange Act of 
1934, it is in the public interest to re¬ 
voke registration of registrant; and 

(d) Whether, pursuant to section 15 
(b) of the Securities Exchange Act of 
1934, pending final determination, it is 
necessary or appropriate in the public 
interest or for the protection of investors 
to suspend the registration of registrant. 


1 Filed as part of the original document. 


V. It is ordered , That registrant be 
given an opportunity for hearing as set 
forth in paragraph IV hereof on the 23d 
day of April 1951 at the main office 
of the Securities and Exchange Commis¬ 
sion, located at 425 Second Street NW., 
Washington 25, D. C., before a Hearing 
Examiner to be designated by the Com¬ 
mission. On such date the Hearing Room 
Clerk in Room 101, North Building, will 
advise the parties and the Hearing Ex¬ 
aminer as to the room in which such 
hearing will be held. The Commission 
will consider any motion with respect 
to a change of place of said hearing if 
said motion is filed with the Secretary 
of the Commission on or before April 
16, 1951. Upon completion of any such 
hearing in this matter the Hearing 
Examiner shall prepare a recommended 
decision pursuant to Rule IX of the 
rules of practice unless such decision is 
waived. 

It is further ordered, That in the 
event registrant does not appear per¬ 
sonally or through a representative at 
the time and place herein set or as 
otherwise ordered, the Hearing Room 
Clerk shall file with the Records Officer 
of the Commission a written statement 
to that effect and thereupon the Com¬ 
mission will take the record under ad¬ 
visement for decision. 

This order and notice shall be served 
on registrant personally or by registered 
mail forthwith, and published in the 
Federal Register not later than fifteen 
(15) days prior to April 23d, 1951. 

In the absence of an appropriate 
waiver, no officer or employee of the 
Commission engaged in the performance 
of investigative or prosecuting functions 
in this or any factually related proceed¬ 
ing will be permitted to participate or 
advise in the decision upon the matter 
except as witness or counsel in proceed¬ 
ings held pursuant to notice. Since this 
proceeding is not ’‘rule making” within 
the meaning of section 4 (c) of the Ad¬ 
ministrative Procedure Act, it is not 
deemed to be subject to the provisions 
of the section delaying the effective date 
of any final Commission action. 

By the Commission. 

[SEAL] ORVAL L. DUBOIS, 

Secretary . 

[P. R. Doc. 51-3573: Filed, Mar. 21, 1951; 

8:47 a. m.J 


[FUe No. 43-195] 

Public Service Co. of Colorado 

ORDER REVOKING CONDITION IMPOSED IN 
PREVIOUS ORDER 

At a regular session of the Securities 
and Exchange Commission, held at its 
office in the city of Washington, D. C., on 
the 15th day of March A. D., 1951. 

On August 24, 1939, the Commission 
issued its findings, opinion and order in 
this matter permitting a declaration to 
become effective regarding the issuance 
and sale by Public Service Company of 
Colorado of certain securities. Said 
order imposed a condition (Numbered 
(4) in the order) upon declarant that, 
until further order by this Commission, 


all corporate and consolidated balance 
sheets made public by the declarant 
should contain appropriate reference to 
inter-company appreciation charged to 
declarant’s net assets. 

Public Service Company of Colorado 
has now requested the Commission to 
revoke such condition and in support 
thereof has stated that an original cost 
study which was being made when the 
earlier proceeding was pending has now 
been completed and that the Public Util¬ 
ities Commission of Colorado has re¬ 
quired that the excess over original cost 
in the amount of $19,373,918 be written 
out of the company’s utility plant ac¬ 
count. It is also stated that all but 
$818,949 of such amount has been so 
written out and that the balance is being 
amortized in accordance with the order 
of the Public Utilities Commission of 
Colorado. Public Service Company of 
Colorado further states that its principal 
subsidiaries have restated or are in the 
process of restating their utility plant 
accounts at original cost. 

It appealing to the Commission that 
under the circumstances stated the con¬ 
dition in our order dated August 24,1939, 
described above is no longer required in 
the public interest or the interest of in¬ 
vestors or consumers. 

It is ordered. That the condition No. 
(4) in our order herein dated August 24, 
1939 be, and hereby is, revoked. 

By the Commission. 

[ SEAL 1 ORVAL L. DUBOIS, 

Secretary. 

[F. R. Doc. 51-3574; Filed, Mar. 21, 1951; 

8:47 a. m.J 


|File No. 70-2338] 

Duquesne Light Co. 

ORDER EXTENDING TIME 

At a regular session of the Securities 
and Exchange Commission, held at its 
office in the city of Washington, D. C., on 
the 15th day of March 1951. 

Duquesne Light Company (“Du- 
quesne”), a public utility subsidiary of 
Philadelphia Company and Standard 
Gas and Electric Company, both regis¬ 
tered holding companies, having filed an 
application-declaration and a post¬ 
effective amendment thereto pursuant 
to the Public Utility Holding Company 
Act of 1935 (“act”) with respect to nu¬ 
merous proposed transactions designed 
to enlarge Duquesne’s chartered terri¬ 
tory so as to permit practical and 
economical interconnection between 
Duquesne’s new electric generating sta¬ 
tion now under construction and its 
present electric transmission and distri¬ 
bution system; and 

The Commission having entered its 
order herein on March 17,1950, granting 
and permitting to become effective said 
application-declaration and providing 
that the time within which the proposed 
transactions were to be completed 
should extend for six months from 
March 17, 1950; and the Commission, by 
order dated September 19. 1950, having 
extended such time until March 19, 
1951; and 
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Duquesne having filed post-effective 
Amendment No. 2 wherein it is stated 
that certain authorizations necessary 
under Pennsylvania State law have not 
been obtained and that therefore certain 
of the proposed transactions could not 
be carried out within the prescribed ex¬ 
tended period: and 

Duquesne having further stated that 
it believes an additional period of four 
months will be required to complete all 
of the proposed transactions and having 
requested that this Commission extend 
accordingly the period within which the 
transactions proposed in the applica¬ 
tion-declaration shal) be carried out; 
and 

It appearing to the Commission in the 
light of the circumstances set forth 
that it is appropriate to grant said re¬ 
quest for an additional extension of 
time: 

It is ordered. That the period within 
which the transactions proposed in the 
aforesaid application-declaration shall 
be carried out, be. and hereby is, ex¬ 
tended to July 19, 1951. 

By the Commission. 

IsealI Orval L. DuBois, 

Secretary. 

(F. R. Doc. 51-3576: Filed, Mar. 21, 1951; 

8:48 a. m.J 


[File No. 70-2365) 

American Gas and Electric Co. 

ORDER RELEASING JURISDICTION OVER 
COUNSEL FEES 

At a regular session of the Securities 
and Exchange Commission, held at its 
office in the city of Washington. D. C., 
on the 15th day of March A. D. 1951. 

The Commission by orders dated April 
24, 1950, and May 2, 1950, having per¬ 
mitted to become effective a declaration, 
as amended, filed by American Gas and 
Electric Company (“American Gas”), a 
registered holding company, regarding 
the issuance and sale by American Gas 
of $27,000,000 aggregate principal 
amount of its Serial Notes due 1952 to 
*1956, inclusive, pursuant to the competi¬ 
tive bidding requirements of Rule U-50; 
and 

Said order of May 2,1950, having con¬ 
tained a reservation of jurisdiction with 
respect to the proposed payment of fees 
of counsel for the company and counsel 
for the underwriters: and 
The record having been completed with 
respect to said fees in the following 
amounts: 

Simpson, Thacher & Bartlett (coun¬ 
sel for the company)_$ 15 ,000 

Winthrop, Stimson, Putman & Rob¬ 
erta (counsel for the underwriter) 

0 ^fee to be paid by the purchaser). 6.500 

The Commission, on the basis of its 
examination of the record, finding that 
the payment of the fees as set forth 
above is not unreasonable, and finding it 
appropriate to release jurisdiction over 
the payment of such fees: 

It is ordered, That jurisdiction here¬ 
tofore reserved over the fees and ex¬ 
penses of counsel for the company and 


counsel for the underwriters be, and the 
same hereby is, released. 

By the Commission. 

[seal] Orval L. DuBois, 

Secretary . 

[F. R. Doc. 51-3577; Filed, Mar. 21, 1951; 
8:48 a. m.) 


[File No. 70-2585) 

Middle South Utilities, Inc., and 
Arkansas Power & Light Co. 

order granting application and permit¬ 
ting declaration to become effective 

At a regular session of the Securities 
and Exchange Commission held at its of¬ 
fice in the city of Washington. D. C., on 
the 16th day of March A. D. 1951. 

Middle South Utilities, Inc. (“Middle 
South"), a registered holding com¬ 
pany, and its electric utility subsidiary, 
Arkansas Power & Light Company (“Ar¬ 
kansas"), having filed an application- 
declaration and amendment thereto 
pursuant to the Public Utility Holding 
Company Act of 1935, particularly sec¬ 
tions 6 (b), 7, and 12 (f) thereof, with 
respect to the following proposed trans¬ 
actions: 

Arkansas has outstanding 2,420.000 
shares of common stock of the par value 
of $12.50 per share, all of which are 
owned by Middle South. Arkansas pro¬ 
poses to issue and sell to Middle South, 
and Middle South proposes to acquire 
from time to time prior to June 1, 1951, 
an aggregate amount of 640,000 addi¬ 
tional shares of the common stock of 
Arkansas at the par value thereof, or for 
an aggregate cash consideration of 
$ 8 , 000 , 000 . 

Arkansas proposes to amend its char¬ 
ter as promptly as practicable so as to 
increase its authorized shares of common 
stock from 3,000,000 shares to 5,000,000 
shares. The adoption of this amendment 
will enable Arkansas to issue the full 
amount of shares proposed to be pur¬ 
chased by Middle South and w'ill allow 
for the issuance of additional common 
stock subsequently without further au¬ 
thorization from the stockholders. 

The funds proposed to be invested by 
Middle South will be derived from the 
proceeds of its proposed sale of common 
stock. The proceeds of the sale of com¬ 
mon stock by Arkansas will be used in 
connection with its construction pro¬ 
gram. 

Said application-declaration having 
been filed on March 1, 1951, an amend¬ 
ment thereto having been filed on March 
13,1951, notice of said filing having been 
given in the form and manner required 
by Rule U-23 promulgated pursuant to 
said act, and the Commission not having 
received a request for hearing within 
the time specified in said notice, or 
otherwise, and the Commission not hav¬ 
ing ordered a hearing thereon; and 

The Commission finding that the pro¬ 
posed issuance and sale of common stock 
by Arkansas have been specifically ap¬ 
proved by the Arkansas Public Service 
Commission, the State Commission of 
the State in which Arkansas was or¬ 
ganized and is doing business, the Com¬ 


mission further finding that in other 
respects the proposed transactions are in 
accordance with the applicable stand¬ 
ards of the act, and that no adverse find¬ 
ings need be made thereunder, and the 
Commission deeming it appropriate to 
grant said application and permit said 
declaration to become effective without 
the imposition of terms and conditions: 

It is ordered , That said application- 
declaration, as amended, be, and the 
same hereby is, granted and permitted 
to become effective, forthwith, subject 
to the terms and conditions contained 
in Rule-24. 

By the Commission. 

Tseal] Orval L. DuBois, 

Secretary. 

(F. R. Doc. 51-3578: Filed, Mar. 21. 1951; 

8:48 a. m.l 


[File No. 70-2686) 

Kingsport Utilities, Inc. 
notice of filing 

At a regular session of the Securities 
and Exchange Commission, held at its 
office in the city of Washington, D. C., 
on the 15th day of March A. D. 1951. 

Notice is hereby given that Kingsport 
Utilities, Incorporated (“Kingsport"), 
a wholly owmed electric utility subsidiary 
of American Gas and Electric Company, 
has filed a declaration w r ith this Com¬ 
mission pursuant to the Public Utility 
Holding Company Act of 1935, and has 
designated sections 6 (a) and 7 thereof 
as applicable to the proposed transac¬ 
tions, which are summarized as follows: 

.Kingsport proposes to establish a line 
of credit w ith The Guaranty Trust Com¬ 
pany of New York w f hereby Kingsport 
may borrow* from time to time prior to 
December 31, 1953, amounts not to ex¬ 
ceed in the aggregate $750,000. Said 
borrowings will be evidenced by promis¬ 
sory notes dated as of the date of each 
such borrowing, maturing not more than 
nine months after the issuance thereof, 
and bearing interest from the date of 
issuance at the then current prime credit 
rate. The initial borrowing is proposed 
to be made on or about April 1. 1951, in 
the amount of $100,000, at the then cur¬ 
rent prime credit rate, which Kingsport 
expects will be 2 V 2 percent per annum. 

At least ten days before each borrow¬ 
ing subsequent to the initial borrowing, 
or ten days prior to the proposed renewal 
of any note outstanding hereunder, 
Kingsport will file an amendment herein 
setting forth the amount of such bor¬ 
rowing, or proposed renewal, and the 
annual interest rate thereon, such 
amendment to become effective ten days 
after the filing thereof, if no action is 
taken by the Commission within such 
ten-day period. 

Proceeds from the proposed borrowing 
will be used to finance, in part, the con¬ 
struction program of Kingsport which, 
it is estimated, will require the expendi¬ 
ture of approximately $1,450,000 during 
the years 1951 to 1953, inclusive. 

Notice is further given that any in¬ 
terested person may, not later than 
March 28, 1951, at 11:30 a. m., e. s. t.. 
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request the Commission in writing that 
a hearing be held on such matter, stating 
the nature of his interest, the reasons 
for such request and the issues, if any, 
of fact or law raised by said declaration, 
which he desires to controvert, or may re¬ 
quest that he be notified if the Commis¬ 
sion should order a hearing thereon. Any 
such request should be addressed: 
Secretary, Securities and Exchange 
Commission, 425 Second Street NW., 
Washington 25, D. C. At any time after 
March 28,1951, at 11:30 a. m., e. s. t., said 
declaration as filed, or as amended, may 
be permitted to become effective as pro¬ 
vided by Rule U-23 of the rules and reg¬ 
ulations promulgated under the act, or 
the Commission may exempt such trans¬ 
actions as provided in Rule U-20 (a) and 
Rule U-100 thereof. All interested per¬ 
sons are referred to said declaration 
which is on file with the Commission 
for a statement of the transactions 
therein proposed. 

By the Commission. 

[seal] Orval L. DuBois. 

Secretary. 

[P. R. Doc. 61-3575; Piled, Mar. 21, 1951; 

8:48 a. m.J 


DEPARTMENT OF JUSTICE 

Office of Alien Property 

Authority: 40 Stat. 411, 55 Stat. 839, Pub. 
Laws 322, 671, 79th Cong., 60 Stat. 50. 925; 50 
U. S. C. and Supp. App. 1, 616; E. O. 91S3, 
July 6. 1942. 3 CFR, Cum. Supp., E. O. 9567, 
June 8. 1945, 3 CFR, 1945 Supp., E. O. 9788, 
Oct. 14, 1946, 11 F. R. 11981. 

(Vesting Order 17387] 

Scintilla A. G. 

In re: Trademarks and registrations 
thereof owned by Scintilla A. G. of Solo- 
thurn, Switzerland. 

Under the authority of the Trading 
With the Enemy Act, as amended, Ex¬ 
ecutive Order 9193, as amended, and 
Executive Order 9788, and pursuant to 
law, after investigation, it is hereby 
found: 

1. That Robert Bosch, G. m. b. H., 
whose last known address is Stuttgart, 
Germany, is a corporation organized 
under the laws of Germany, which has 
its principal place of business in Ger¬ 
many and is a national of a foreign 
country (Germany); 

2. That Scintilla A. G., whose last 
known address is Solothurn, Switzerland, 
is a corporation organized under the 
laws of Switzerland, which is or on or 
since the effective date of Executive 
Order 8389, as amended, has been con¬ 
trolled by Robert Bosch, G. m. b. H., and 
is a national of a foreign country (Ger¬ 
many) ; 

3. That all right, title, interest and 
claim of whatsoever kind or nature of 
the persons referred to in paragraphs 1 
and 2 hereof and also of all other persons 
(including individuals, partnerships, as¬ 
sociations, corporations or other business 
organizations) w'ho are residents of, or 
which are organized under the laws of 
or have their principal places of business 
in, Germany, and are nationals of such 
foreign country, in, to, and under the 
property described as follows: The trade¬ 


mark '‘Scintilla” and the trademark 
“Vertex” registered in the United States 
Patent Office identified as follows: 


Reg. No. 

Date 

Character of 
goods 

132,240. 

6-15-20 

Magnetos, etc. 
Do. 

307,295. 

10-24-33 


• 


together with 

(i) The respective goodwill of the busi¬ 
ness in the United States and all its 
possessions to which said trade-marks 
are appurtenant. 

(ii) Any and all indicia of such good¬ 
will (including but not limited to for¬ 
mulae whether secret or not, secret 
processes, methods of manufacture and 
procedure, customers lists, labels, ma¬ 
chines and other equipment), 

(iii) Any interests of any nature what¬ 
soever in and any rights and claims of 
every character and description to said 
business, goodwill and trade-marks and 
registrations thereof, and 

(iv) All accrued royalties payable or 
held with respect to such trade-marks, 
and all damages and profits recoverable 
at law or in equity from any person, firm, 
corporation, or government for past in¬ 
fringement thereof, 

is property of, or is property payable or 
held with respect to trade-marks or 
rights related thereto in which interests 
are held by, and such property itself con¬ 
stitutes interests held therein by, the 
aforesaid nationals of a foreign country 
(Germany). 

All determinations and all action re¬ 
quired by law, including appropriate con¬ 
sultation and certification, having been 
made and taken, and, it being deemed 
necessary in the national interest, 

There is hereby vested in the Attorney 
General of the United States all interests, 
rights and title of Scintilla A. G. and 
Robert Bosch G. m. b. H., the aforesaid 
nationals of a foreign country (Ger¬ 
many) and of all nationals of Germany, 
in and to the property described above, 
to be held, used, administered, liquidated, 
sold or otherwise dealt with in the in¬ 
terest of and for the benefit of the United 
States. 

The term “national” as used herein 
shall have the meaning prescribed in sec¬ 
tion 10 of Executive Order 9193, as 
amended. 

Executed at Washington, D. C., # on 
February 15, 1951. 

For the Attorney General. 

[seal] Harold I. Baynton, 
Assistant Attorney General , 
Director , Office of Alien Property. 

[F. R. Doc. 51-3609; Filed, Mar. 21, 1951; 

8:56 a. in.] 


[Vesting Order 17533J 
Frieda Mangels and Henry Rechten 

In re: Bank accounts owned by Frieda 
Mangels, also known as Frieda Rechten 
and Henry Rechten. F-28-13267-E-2; 
E-3. 


Under the authority of the Trading 
With the Enemy Act, as amended, Ex¬ 
ecutive Order 9193, as amended, and 
Executive Order 9788, and pursuant to 
law, after investigation, it is hereby 
found: 

1. That Frieda Mangels, also known as 
Frieda Rechten on or since the effective 
date of Executive Order 8389, as 
amended, and on or since December 11, 
1941, has been a resident of a designated 
enemy country (Germany); 

2. That Henry Rechten whose last 
known address is Germany is a resident 
of Germany and a national of a desig¬ 
nated enemy country (Germany); 

3. That the property described as fol¬ 
lows: 

a. That certain debt or other obliga¬ 
tion owing to Frieda Mangels, also 
known as Frieda Rechten. by Fulton Sav¬ 
ings Bank of Kings County, 375 Fulton 
Street, Brooklyn 1, New York, arising out 
of a savings account, account number 
158884, entitled Frieda Mangels, main¬ 
tained at the aforesaid bank, and any 
and all rights to demand, enforce and 
collect the same, and 

b. That certain debt or other obliga¬ 
tion of Fulton Savings Bank of Kings 
County, 375 Fulton Street, Brooklyn 1. 
New York, arising out of a savings ac¬ 
count, account number 161580, entitled 
“Frieda Mangels in Trust for Annelie 
Wilkens”, maintained at the aforesaid 
bank, and any and all rights to demand, 
enforce and collect the same, 

is property within the United States 
owned or controlled by, payable or de¬ 
liverable to, held on behalf of or on 
account of, or owing to, or w T hich is evi¬ 
dence of ownership or control by. 
Frieda Mangels, also known as Frieda 
Rechten. the aforesaid national of a 
designated enemy country (Germany); 

4. That the property described as 
follows: 

a. That certain debt or other obliga¬ 
tion owing to Henry Rechten by the Ful¬ 
ton Savings Bank, Kings County, 375 Ful¬ 
ton Street, Brooklyn 1, New York, arising 
out of a savings account, account num¬ 
ber 135969, entitled “Henry Rechten”, 
maintained at the aforesaid bank and 
any and all rights to demand, enforce 
and collect the same, and 

b. That certain debt or other obliga¬ 
tion owing to Henry Rechten by the Wil- 
liamsburgh Savings Bank, 1 Hanson 
Place, Brooklyn, New York, arising out 
of a savings account entitled Henry 
Rechten, maintained with the aforesaid 
bank and any and all rights to demand, 
enforce and collect the same, 

Is property within the United States 
owmed or controlled by, payable or deliv¬ 
erable to, held on behalf of or on account 
of, or owing to, or which is evidence of 
ownership or control by, the aforesaid 
national of a designated enemy country 
(Germany); 

and it is hereby determined: 

5. That to the extent that the per¬ 
sons named in subparagraphs 1 and 2 
hereof are not within a designated 
enemy country, the national interest of 
the United States requires that such 
persons be treated as nationals of a 
designated enemy country (Germany). 
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All determinations and all action re¬ 
quired by law, including appropriate con¬ 
sultation and certification, having been 
made and taken, and, it being deemed 
necessary in the national interest. 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, 
administered, liquidated, sold or other¬ 
wise dealt with in the interest of and for 
the benefit of the United States. 

The terms “national” and “designated 
enemy country” as used herein shall 
have the meanings prescribed in section 
10 of Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
March 13, 1951. 

For the Attorney General. 

[seal] Harold I. Baynton, 
Assistarit Attorney General, 
Director, Office of Alien Property. 

[F. R. Doc. 51-3610: Filed, Mar. 21, 1951; 

8:56 a. m.) 


[Vesting Order 16985, Amdt.] 

M. Tademoto 

In re: Safe Deposit box lease and con¬ 
tents owned by personal representatives, 
heirs, next of kin, legatees and distribu¬ 
tees of M. Tademoto, deceased. 

Vesting Order 16985, dated January 8, 
1951, is hereby amended as follows and 
not otherwise: 

By deleting subparagraph 2 (b) of the 
aforesaid Vesting Order 16985 and sub¬ 
stituting therefor the following subpara¬ 
graph 2 (b): 

(b) All property of any nature what¬ 
soever in the safe deposit box referred to 
in subparagraph 2 (a) hereof and any 
and all rights evidenced or represented 
thereby including particularly the fol¬ 
lowing: Three (3) City of Tokyo 5 per¬ 
cent loan of 1912 Bonds, said bonds num¬ 
bered 48541, 48542 and 48544, each of 200 


£ Sterling face value, together with any 
and all rights thereunder and thereto. 

All other provisions of said Vesting 
Order 16985 and all actions taken by or 
on behalf of the Attorney General of the 
United States in reliance thereon, pur¬ 
suant thereto and under the authority 
thereof are hereby ratified and con¬ 
firmed. 

Executed at Washington, D. C., on 
March 13, 1951, 

For the Attorney General. 

[seal] Harold I. Baynton, 
Assistant Attorney General, 
Director , Office of Alien Property. 

[F. R. Doc. 51-3612; Filed, Mar. 21, 1951; 

8:57 a. m.J 


[Vesting Order 17535] 

Hans Weiss 

In re: Debts owing to Hans Weiss. 
D-66-2490. 

Under the authority of the Trading 
With the Enemy Act, as amended, Execu¬ 
tive Order 9193, as amended, and Execu¬ 
tive Order 9788, and pursuant to law, 
after investigation, it is hereby found: 

1. That Hans Weiss, who, on or since 
the effective date of Executive Order 8389, 
as amended, and on or since December 
11,1941, has been a resident of Germany, 
is a national of a designated enemy coun¬ 
try (Germany); 

2. That the property described as fol¬ 
lows: 

a. That certain debt or other obligation 
of the Marine Midland Trust Company, 
17 Battery Place, New York, New York, 
arising out of an account, entitled Hans 
Weiss, maintained by the aforesaid bank, 
and any and all rights to demand, en¬ 
force and collect the same, and 

b. That certain debt or other obliga¬ 
tion of the Marine Midland Trust Com¬ 
pany, 17 Battery Place, New York, New 


York, in the amount of $312.50, as of De¬ 
cember 26, 1950, representing a portion 
of funds on deposit in a blocked account, 
entitled Estoduras Steamship Co., Inc., 
maintained by the Marine Midland Trust 
Company, together with any and all ac¬ 
cruals to the aforesaid debt or other 
obligation, and any and all rights to de¬ 
mand, enforce and collect the same. 

is property within the United States 
owned or controlled by, payable or deliv¬ 
erable to, held on behalf of or on account 
of, or owing to. or which is evidence of 
ownership or control by, Hans Weiss, the 
aforesaid national of a designated enemy 
country (Germany); 

and it is hereby determined: 

3. That to the extent that the person 
named in subparagraph 1 hereof is not 
within a designated enemy country, the 
national interest of the United States 
requires that such person be treated as 
a national of a designated enemy country 
(Germany). 

All determinations and all action re¬ 
quired by law, including appropriate 
consultation and certification, having 
been made and taken, and, it being 
deemed necessary in tne national 
interest, 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be held, used, 
administered, liquidated, sold or other¬ 
wise dealt with in the interest of and for 
the benefit of the United States. 

The terms “national” and “designated 
enemy country” as used herein shall 
have the meanings prescribed in section 
10 of Executive Order 9193, as amended. 

Executed at Washington, D. C., on 
March 13, 1951. 

For the Attorney General. 

[seal] Harold I. Baynton, 
Assistant Attorney General , 
Director, Office of Alien Property . 

[F. R. Doc. 51-3611; Filed, Mar. 21, 1951; 

8:56 a. in.] 
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